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Specialize! The more you 
know about a product 
the easier it is to sell. 


Know the easily under- 
stood features of Weil- 


McLain Boilers. Explain 


them to your prospects. 
They will appreciate 
that the combination of 
corrugations and the 
back and forth fire 
travel means fuel econ- 


omy. And you can sell 


your heating jobs at a 
fit instead of ata price 


Weil-McLain Company 


Manufacturing Division Jobbing Division 
Michigan City,Indiana Chicago, Illinois 
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“Te Fest USDaily Paper 


On Tuesday, September 21, 1784, the first American 
Daily Paper made its appearance. 


What a change in newspapers since those days 
and what a change in living conditions. ‘Today the 
farmer has all the convenience of the city right on the 
farm. 


He has electric light, a radio, an automobile, and if 
he hasn’t, he should have a VOGEL Frost Proof 


Hydrant and Closet in the barn. 


You can get this business, Mr. Plumber, every 
private garage in your neighborhood is a prospect for 
the V L, Frost Proof Hydrant—every shop 
every school—barn and home is a prospect for a 


VOGEL Frost Proof Closet. 


If you are not a VOGEL, Plumber, why not drop 
in and talk the line over with your jobber—he will 
tell you what other plumbers are doing and have done 
with the line—He will tell you what you, yourself can 
do. See him today—he has news that will mean money 
to you. 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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How the Herman Nelson Invisible Radiator fits in 
the wall is shown by this phantom vieu 
Send for the book below. 
eo 





Herman Nelson Corporation, 
Moline, Illinois 

Please send me the facts about 
the Herman Nelson Invisible 
Radiator 


Name 





Address 





Applied to Room Designed by Watson & Boater, Chicago 


H E RM AN , ‘HE day when you must put up with So small it can be set in any 4” wall, 
unsightly space-wasting cast-iron the Herman Nelson Invisible Radiator 


N E LS O N radiators in order to enjoy the definite renders all such makeshifts obsolete. 


advantages of radiator heat is past. 


. y; } A It occupies no wall nor floor space 
lnvisi Wily No longer need the home owner, the — thus allowing unrestricted opportunity 

RADIATOR. architect, the interior decorator, resort for any desiredarrangementof furniture 
TRAOE MARK to ornamental boxes, radiator covers or and full scope for any decorative scheme. 


screens, which use extra space, involve 

inconveniences of control, result in 

more or less unsanitary conditions, and 
were reduce the heating capacity of the 
no veut radiator. Write for complete information. 


Tue HerMANn Netson CorporaTion, Moline, Ill. 
Also builders of Univent Ventilation 


It is indestructible; it can't leak (no 
soldered joints), nor rust, and even freez- 
ing will not harm it. 











ae 5» Sales and Service ¢ —_ 
RELFAST, MBE. NEW YORK CITY PITTSBURGH COLUMBUS DES MOINES SAN FRANCISCO DENVER SEATTLE 
BOSTON SYRACUSE GRAND RAPIDS TOLEDO MILWAUKEE EMPORIA SALT LAKE CITY VANCOUVER 
NEW HAVEN PHILADELPHIA DETROIT INDIANAPOLIS MINNEAPOLIS OMAHA SPOKANE TORONTO 


SCRANTON CLEVELAND CHICAGO 8T. LOUIS KANSAS CITY PORTLAND 
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Using dead air to keep heat alive 


O PRESERVE HEAT, surround it with dead air— 
a scientific principle. 
It is this principle that Johns-Manville Improved 
Asbestocel carries out to the greatest degree of any 
heating system insulation. Due to the cross-corrugations 
——— around the pipe there are multitudes of separate dead 
air cells in every three-foot length of this covering. 
Ordinary covering has only the long, open cells through 
which air may circulate and carry away heat. 
Hite It is this difference that makes Improved Asbestocel 


most efficient, per dollar of cost. It saves its cost in a 
very short time. 


JOHNS-MANVILLE Inc., 292 Madison Avenue, at 41st Street, New York CitY 
Branches on all large cities For Canada; CANADIAN JOHNS-MANVILLE CO., Led., Toronto 


item) JOHNS~MANVILLE © 
=/ Improved ASbestocel saves coal 


Cells open like 
this are inefficient, 





Cells closed like 
this are efficient 
—Asbestocel. 
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Cash 
f. 0. b. 
factory 






200 gallon per hour Fair- 
banks- Morse Home Water 
Plant, complete with 4 
gallon galvanized tank. 








A Leader in a Line of Leaders 











FAIRBANKS-MORSE “ 


HOME WATER PLANTS Pd 


From every standpoint—capacity, quality and 
price—the Fairbanks-Morse Home Water 
Plant is unquestionably the greatest value 
ever offered. It is a Jeader in a line of leaders. 
Fairbanks, Morse & Co. are recognized as the 
leading manufacturers of water systems for 
every purpose—municipal and industrial as 
well as domestic. 

This plant is sold complete for only $85.00 
cash f. 0. b. factory—a price that permits you 
to offer your customer a real, big-capacity 
home water plant at a minimum cost. It is 
indicative of the other values in the complete 
line of Fairbanks-Morse home water systems, 
ranging in size from 120 to 5,000 gallons per 
hour, either electrically or engine driven. 


This plant consists of the standard Fairbanks- 


Morse 200 gallon automatic electric pump greater profits. Just pin the coupon to your sf 
complete with two pole switch and four gallon letter head and we will send complete 7 
tank. The pump has the same high grade details. 
FAIRBANKS, MORSE & CO., Chicago 4s 
ee é 
e 


Fairbanks-Morse Products 





“Every Line a Leader’’ 


finish, the same speed, and the same capacity 
as has been furnished in connection with the 
self-contained tank combinations. 


The four-gallon pneumatic tank of special 
design, is heavily galvanized inside and out 
and is tested to 125 pounds working pressure. 
To avoid any strains on the pump the tank is 
placed in the discharge line in such a manner 
that the weight of the tank and water is not 
supported by the pump itself. 


Like all Fairbanks-Morse Products, you can 
recommend this plant with absolute confidence 
as it is backed by the strong Fairbanks-Morse 
guaranty. 

If you are not handling the Fairbanks- 
Morse Water Systems, this Jeader in a line of 
leaders will help you get more business and 
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VALVES « -« 
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PREMIER 


The best ‘water heater 
Crane offers. No. 2, 23- 
gallon capacity for aver- 
age homes,$ 

f.0.b. factory 

With Copper Tank $225 
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KEYSTONE 


fon ‘water _ 
reduced from $ sae 
No. 2-20, 20- Mi 
capacity, f.o.b. $ 
factory . 

With Sannee Tank, 0 








N° plumbiny 
contractor nowadays would think of ad- 


vising his trade to depend upon the tea kettle 
for hot water. No more should you risk the 


best interests of your customers or their future 
dissatisfaction by recommending to them less 
efficient systems than the Crane automatic, 
insulated, storage gas water heaters. 

Crane heaters are built in types and sizes for 
all demands. The No. 2 Premier typifies their 
many advantages. Its tank capacity is 23 gal- 


lons—more than 
15 tea kettles. Without any attention, it heats 
the water to 135°; and keeps it there by means 
of the automatic thermostat and the heat re- 
taining insulation, At any hour of the day 
or night, an abundant supply of hot water is 
always waiting to flow, at a turn of the faucet. 


Such facts, being broadcast by a national adver- 


tising campaign, are creating a demand forCrane 
heaters which means dollars and cents to you 


when you take advantage of the opportunity. 


Write for booklet, A. D. 27-R, interesting and illustrated. Packed with valuable water heater information. 


CRANE 


Address ail inguir 


ies to Crane Co., 


Chicago 


GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Fifty-five Cities 
National Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco and Montreal 
Works: Chicago, Bridgeport, Birmingham, Chattanooga, T: renton, Montreal and St. Johns, Que. 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, MEXICO CITY, HAVANA 
CRANE LIMITED: CRANE BUILDING, 386 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Lrv., LONDON 
C!® CRANE: PARIS, BRUSSELS 
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ATHING 1s a “circus” too—nowadays 

BR. What a revolution since the era of the hated 

Saturday-mght tub beside the kitchen stove! 

What a revolution in beauty and comfort —through 
innovations like the Kohler “Viceroy” builtan bath, 


creator of the modern style! Today fine bathrooms are 
everyone's right. And nearly everyone knows what 





je a mb your plumber will tell you—that the name “Kohler™ 

In Kohler Village fused in whitest enamel is a sure guide to finer plumb 

He who knows the beautiful home | ! et F 
sad gordow af Kehler Videosu ot ing fixtures, at no higher cost. . . . Write for Booklet E 
Sis + otek been 28 KOHLER CO, Founded 1873, KOHLER,WIS. 
prwate electr plants Shipping Point, Sheboygan Wis. Branches in Principal Cities 





KOHLER oFKOHLER 


Plumbing Fixtures 














Five million performances 


There will be five million “performances” of the 
Kohler advertisement reproduced above. It appears 
in the Literary Digest, August 14, The Saturday 
Evening Post and Liberty, August 28, and House 
and Garden, September —a total circulation of 
5,025,767 copies. All full pages; all in full color 
That gives you some idea of the powerful advertis- 
ing support which Kohler dealers are getting. 

Kohler Co., Founded 1873, Kohler, Wis. + Shipping Point, Sheboygan, Wis 
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BORN of 25 years of engineering skill, dependable quality and uninterrupted service. 
Years after installation FROST QUALITY is reflected in performance and beauty. 


Our reputation of today is the result of many years of “Keeping faith.” 
Specify FROST Equipment if You Demand the Best 






























THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
ae : Se a : == 
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No. 46 Sylphon Hot 

Water Damper Regu- 

? lator. Controls from 

Cut open view of No. 45-A 130 degrees to 200 de- 

Sylphon Hot Water grees A ngth of 

Damper Regulator. Con- bulb 1 inch; threaded 

trols from 120 degrees to l-inch pipe size. May 

220 degrees F.! Length of be screwed into boiler, 

bulb 2 inches; threaded 2- laundry heater or gar- 
inch pipe size. Installed in age heater. 

a Y or screwed into boiler. 





Just as Necessary and Just as Satisfactory 
as Sylphon Steam Damper Regulators 


OST of the makers of steam of lifelong satisfactory performance, 
boilers equip them with Sylphon without servicing costs, because these 
Steam Damper Regulators, as standard instruments all contain the well-known 
equipment. The completely automatic Sylphon Bellows as diaphragm. This 
damper regulation guar- ee. Bellows is the most sensi- 


, : BULLETIN KDR-5. , : 
anteed by these instru- a i _ . tive, flexible and durable 


ments is equally needful, expansion unit known to 
and equally obtainable, of times~ engineering science. , 
through Sylphon Hot 
Water Damper Regulat- Be sure you install the 
ors for house heating hot ' genuine Sylphon instru- 
water boilers. ment, with the Sylphon 
Bellows. Refuse imita- 
tions. 





On steam or hot water 
systems you are assured 


THE FULTON COMPANY KNOXVILLE, TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 
Sales Offices in: NEW YORK, CHICAGO, DETROIT, BOSTON, PHILADELPHIA 
and all other principal cities in the U.S.A 
Crosby Valve & Engineering Co., Ltd., 41-42 Foley Sreeet, London W. 1, England 
Darling Bros., Ltd., 120 Prince Street. Montreal, Canad 











European Representatives: 
Canadian Representatives: 
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OILERS that have made good in buildings of 
the character illustrated, are safe boilers for 
you to specify or install in any place. 


H. B. Smith Boilers have been making good in 





Typical H. B. Smith Installations 


1. Broadway M, E. Ch., Contr. John Lawry, N.J. RobertrC. Walsh, 
Camden, N. J nc., Builders Arche. W. H. Nelson 
2. National Bible Insti . International Assn. of Co., Htg. Contr 
tute, 338-348 W. sst Machinists Bldg., oth Medical Arts Bldg., 
St.. New York City tf Met. Vernon Place, 16th £2 Walnut Srs., 
McKenzie, Voorhees<2 N. Y. City. Philadelphia, Pa. 
Emelin, Archts. Wolf 4. Morristown Memorial 6. Gladstone School, 
Muiner, Inc., Heg. Hospital, Morristown, Cleveland, Ohio 


w 





Hh feet 


* Used in Sine homes and buildings since 1860 
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in fine BUILDINGS 


since 1860” 


buildings such as these for sixty odd years simply 
because they have sufficient Fire Surface and are 


Fairly Rated. 


A 32-page booklet on this subject of Boiler Ratings 
especially prepared to help architects and contrac- 
tors acquaint their clients with the economical 
necessity for a fairly Rated Boiler is yours for the 
asking. The coupon below will bring you a copy 
promptly. The H. B. Smith Company, Home Office 
and Works: Dept. Azs5, Westfield, Mass. Sales 
Offices and Warehouses at: Westfield, Boston, 
New York, Philadelphia, Cleveland. 


Tue H. B. Smirn Company, 
Dept. Az2s5, Westfield, Mass. 

Send a copy of your new booklet on Boiler Ratings to: 
Name. 
Street 
City... 


EE ERAS 
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“Near” and 


“Nigh” ti, hl 


Pipe Tool Maker to the 
American Plumber 
and Steamfitter 
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A lot of people think that ‘‘near’’ and ‘‘nigh’’ mean the same thing, but 
they don’t, not by a long shot. Nor ‘‘Nye’’, either. 


ak 


— 
te ae 


* 
7 nen 


There are a lot of near tools, but they are not Nye tools. They are not 
any where near Nye tools. 


There is only one thing near as good as a Nye tool, and that is another 
Nye. They are pretty near perfect. 


| 


‘ 
. 


> 


Don’t monkey with near tools. Get Nye tools. There is a Nye jobber 


you. fy H Ie 


The Nye Tool & Machine Works 


4120-30 Fullerton Ave. Chicago, Illinois 


T 





i \ 





Nye Barnes Pipe Cutters J ; : 

No. 1 $ 2.25 net Nye Vise Stands with Pipe Bender N’ ye Saunders P ipe Cutters 

No. risen 3.00 t Equipped with or without Nye Vises. Can be Wail. . . $1.80 net 
De Beessecceeas ¥! ne drilled for any size vise specified. Bender can be No. 2 2.70 net 

ee 5.00 net used with open side vise or bench vise. N . ee be ae a ‘ 

Oe See 10.00 net With Legs and No. 10 Self-Locking Vise, Wa os .60 net 

Re 15.00 net Net each eomtnarcinn isnt $15.35 No4..... 1060ne 

AEE eal 20.00 net With Legs but without Vises, Net each 12.00 EE ene ae 16.80 net 
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Concealed 
Type 
Trane 
Heat 
Cabinet 


“Going Big” 


TRANE HEAT CABINETS 


With 


Heating Contractors! 


Even the most conservative 
heating contractors are turning 
to Trane Heat Cabinets, con- 
vinced that here is a product so 
far advanced and so successful 
as to be universally adopted 
by the public. 


This new type of heating equip- 
ment was inevitable. Progress 
was sure to come, bringing new 
standards to replace old, ineffi- 
cient methods. Fortunately, 


Trane Heat Cabinets have made 
a timely entry into the field, 
following other improvements in 
heating which have prepared 
the public for this great Trane 
achievement. 


Hence the public is ready to 
give Trane Heat Cabinets a fair 
trial and judge them on merit, 
willing to be convinced that 
here is truly the ‘‘Successor to 
the Radiator.”’ 


To, the user, Trane Heat Cab- 
inets mean better, quicker heat- 
ing and more beautiful rooms. 
To the contractor they mean 
definite advantages in instal- 
lation and the minimum of ser- 
vicing. The result is increased 
profit on every job. 


Write today, get full informa- 
tion on Trane Heat Cabinets, 
both Visible and Concealed 
Types. 


THE TRANE COMPANY 


\ 
fna0e Established 1885 
' 204 Cameron Ave., La Crosse, Wis. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


ERHAPS WE OCCASIONALLY FORGET 

that our industry has much to do with the world 

at large. I don’t suppose the average person 
thinks much about the plumbing and heating and venti- 
lating man in connection with a big building. We all 
stand ’round and stare, and marvel at the architect's 
ideas, and at the structural steel workers’ job, and the 
pretty marble work. When we walk into the building 
in winter we just naturally expect it to be warm and 
to have all the sanitary conveniences. These are at 
the very heart of the building—they make it liveable, 
no less than they make the home liveable. 


S° WE PRESENT THIS WEEK A STORY OF 
7 the work on New York’s great new cathedral, St. 
John the Divine, which has been a 


number of years in the building and 
as it approaches completion interest 


TEE STENO SAYS: 


Chicago’s North Shore.” He knows the suburb ot 
which he writes. He knows the people who live in that 
suburb. He knows that it is not a particularly easy 
community in which to establish a business. For that 
reason he felt that the story of the man who has estab- 
lished himself on a most friendly basis there was of 
particular value, as proving that, whatever may be the 
nature of a community, the right kind of selling methods 


will win patronage. 


WwW" RISE AND COME FORWARD TO) RE- 
ceive a compliment. Stephen Sandor of Barber 
ton, Ohio, in practically admitting that he is going to 
keep on taking Your Weekly for so long as he con- 
tinues on this well-rounded earth of ours, says: “It’s 

the only plumbing paper in_ the 

world.” The world is a large and, as 


we have remarked, well-rounded 





in it mounts higher and higher. It r 
is a beautiful edifice, with a splendid 
location to set it off from every angle. 
Would any of us care to hear even a 
bishop’s sermon if we had either to 
mop our brows or blow on our fingers ? 
The church therefore requires the 
services of the men of our industry to 
make it sanitary and comfortable for 


use. 


“aoe FROM RHODE 
Island to California,” is the 


title we have given the Schoolmaster’s 





class session in this issue. From big city 





place; which makes the compliment 
the same and we acknowledge it with 


appropriate blushes. 


PReHE SCHOOL SEASON IS 
I now on: And most every one 
has a feeling that it would be a good 
time to “take up something.” We 
suggest that you work out a plan for 
a systematic reading of Your Weekly. 
We have pointed out before the fact 
that advertisers in popular magazines 
guarantee to make you an educated 


man if you will read according to a 





prescribed program for only fifteen 





and from small city, from old members 
and from new ones, this first fall ses- 
sion of the Class carries solutions to 
the problem involving the plumbing of a 
building having four stories and basement. This problem 
isa little different than those which have been submitted 
up to this time. Definite floor and cellar plans as given 
bring stack connections into prominence and it is from this 
angle that most of the Schoolmaster’s remarks are made. 
\ number of members submitting drawings ventured 
the opinion that this was a problem of unusual value, in 
which the Schoolmaster concurs. Next to working with 
an actual blue-print, this problem presents as practical 


a situation as can be found. 


\ ILT MARVELS WENT RIGHT TO HIS 
N 


own front door, so to speak, for the story “Selling 


Dust on display fixtures 1s 


nothing to be sneezed at 


minutes a day. They do it, too. And 
we can guarantee that vou will be the 
best posted man in your community 
if you will give fifteen minutes a day 
to Your Weekly. Do it systematigally, Fifteen minutes 1s 
a very short period of time. But just multiply it by 
three hundred and sixty-five and you begin to have some 
conception of why the regular reading of Your Weekly 
for fifteen minutes a day will give you such a fund of 
knowledge that you will never be at a loss to solve a 
problem, or to know where to go to get the information 
to help you solve it. Keep posted Join the “Fifteen 


minute Club.” 
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THERE’S NO CHANCE 
TO GO WRONG WITH A “TOLEDO” 


The taper pins in genuine ‘‘TOLEDO” tools always 
assure the operator smooth, perfectly tapered threads, 
that are certain to make up tight in fittings. 


When it is desired to cut a thread slightly oversize, the 
die head is screwed into the pipe holder until the line 
near the top of the pins is slightly above the top of the 
die head as shown in the illustration. When cutting an 
under-size thread the die head is set even with the top 
of the taper pins, and when cutting a standard thread 
it is set even with the line around the pins. 


Because the dies are backed by the rigid, case-hardened 
taper pins there is no possibility of the thread varying in 
size. Month after month, year after year, ‘‘TOLEDO”’ 
tools continue to cut the same perfectly tapered smooth 
threads as they do when new. 


You will do well to specify genuine ‘‘TOLEDO”’ tools 
when ordering. 


BUY BY COMPARISON AND YOU'LL BUY A 


ee = +] 


GET YOUR COPY OF THIS NEW 
**TOLEDO”’ CATALOGUE. A POSTAL BRINGS IT. 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 
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a We have just been reading about a 
Initiative barber in an Ohio town who has es- 
tablished a system of sending an auto for his customers at 
the time he is ready to give them a shave or a hair cut. 
The customer calls the barber shop, makes an appoint- 
ment for service when he can conveniently spare the 
time and the barber has an auto call for him at the proper 
hour, bring him to the shop and take him back after the 
job is done. That particular service has no specific appli- 
cation to the plumbing and heating business, perhaps, but 
it is a good example of the kind of initiative which makes 
a business grow. It is unnecessary to go into detail with 
a master plumber or a heating contractor on just what he 
should do to attract customers to his store and to make 
more sales. He knows his community. He knows his 
possibilities. He is in a business which lends itself to 
advanced merchandising ideas. The proper push, or 
initiative, is all that is necessary. 


At the last golf tournament of the 
Q. E. D. Plumbing Contractor’s Association 
of Chicago, Wm. F. Hildeman, president of the Illinois 
Master Plumbers’ Association, was asked to say a few 
The day was over—27 holes of golf had been 
played, a fine luncheon and dinner had been enjoyed, the 
good golfers had been awarded their prizes. Business 
was forgotten and yet—and this was what Mr. Hilde- 
man had to say—business was getting tremendous good 
out of that day of fun. There were thirty-five or forty 
men, all in the plumbing business, all competitors—and 
all friends. That day cemented a spirit of co-operation 
and made stronger the kind of friendships that carry 
over into the next days when business is the game. 

An industry’s business today can almost be said to be 
good or bad as its trade associations are good or bad. 
That might be over-emphasizing the value of trade as- 
sociations, in the opinion of some, for there are natur- 
ally more fundamental principles in business, but it is 
undoubtedly true that they are a vital factor. Mr. Hilde- 
man went so far as to say that associations will actually 
be the making of the plumbing business. But his big 
point was and our big point is that it is such affairs as 
that golf tournament, or a dinner, or a picnic, or a dance 
that are the making of associations. 


words. 


In other words, associations help business; social af 
fairs help associations; therefore, those things which 
help associations help business. 


-,. A paper covering the iron and steel 
Economic ** Pe | . 
industry says that one of the most im 
Changes 


steel trade and in many other lines this year is that huge 


portant lessons learned by men in the 


unfilled orders are not essential to large production or 
prosperity. The monthly average of unfilled steel orders 
in 1926 is less than half of what it was in 1920. Yet 
outputs have outrun all other periods in history. 

We refer often in these columns to changing methods 
of doing business and the buying and selling phases of 
the plumbing and heating industry have certainly changed 
in recent years. Just as in the steel trade, buyers have 
quit placing orders which would take care of their re- 
quirements for six months to a year and are meeting 
current demands by frequent, small-sized commitments, 
all marked for rush delivery. Transportation facilities 
are of the best, sources of supply are nearer to every 
one and there seems to be little incentive to carry heavy 
inventories when the same goods can be bought from 
time to time as the need for them arises. 

This policy has been evident long enough to have all 
the appearance of permanency ; that is, the kind of per- 
manency which can exist in the changing order of things. 
Just what it will eventually lead to is difficult to figure 
out, but what it is doing right now is stabilizing business 
to a record degree. In those lines in plumbing and heat- 
ing in which this new order of things has been accepted 
and shift been made to meet it, steadiness characterizes 
business to an extent hardly paralleled at any other time. 
The soil pipe industry alone can furnish a good example. 
It is keeping production on a basis which prevents piling 
of heavy stocks either at foundries or in jobbers’ ware- 
houses, and prices have held firm for a longer period of 
time than has been the case in many years. It is just the 
opposite of that condition which has in the past broken 
markets and put an end to prosperous conditions. Many 
economists do not agree with some business men that the 
future will see a distinct slowing up, for they say that 
none of the conditions which have heretofore marked the 


culmination of business expansion appear today. 
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Greensboro Furnishes North Carolina State President 


























E.R Harding 


GREENSBORO NC. 

President, North Carolina 
cAssociation of Plumbing and Heating Contractors 
1926-27 

















| 











Part of the Flader build- 
ing, showing loading 
entrance at lower left 
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elling Chicago’s“North Shore” 


By MILT MARVELS 


VANSTON, a suburb on Chicago’s North Shore, is 

known as the ‘‘Athens of the West”’ in some places. 

It has a reputation for coldness and aloofness. But 
one master plumber found that its people are the same 
as people in other communities, and they have proven so 
friendly to him, that it has become almost a disadvantage. 
Until he built his own new building, he used to do his 
estimating at night, and when people passing his shop saw 
him at work, they almost invariably dropped in to chat a 
while. A man who attracts such friendly feeling in his 
community cannot help but make a success of his business, 
if he pays attention to it. 

Back in 1919, Fred Flader decided to launch himself in 
the business world. He had been in the plumbing game 
for a number of years, and decided that his destiny was as 
head of his own business. So he opened up a small shop, 
and started to bid on jobs. From the very first he began 
to get good contracts, but never once did he break his 
rule of refusing to meet another’s price. He has adhered 
to this rule ever since he first started in business. 


A STORE BUILT FOR A PLUMBING BUSINESS 
ee Fred Flader has been in business for six years, 
1 and recently erected a beautiful new building. It 
houses his own shop and another store on the first floor, 
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and has apartments on the second floor. It was paid for 
entirely out of his earnings during his six years of doing 
business. 

The first thing one notices when entering the Flader 
shop is the cleanliness of the fixtures and displays. Even 
the floor, which is of white tile, maintained its snowy 
whiteness while I was there, even though {t was a nasty 
muddy day outside. I asked him how he kept it so clean 
at all times during the day. He pointed to a long rubber 
mat which I had tread on when entering, although I didn’t 
realize it until it was pointed out. It led direct from the 
door to the window of the office at the back of the store 
“Ninety per cent of the people who enter this store will 
follow that mat. It is just human nature to follow a 
path,”’ he said in explaining what I was unable to account 
for. It is little observations of human nature such as this 
that make Fred Flader a successful merchant plumber. 

Several novel features are incorporated in the display 
room. For one thing, all sinks are placed against a wall 
in one locality, so that exact comparisons as to size and 
height can be made. Corner sinks for both left and right 
hand corners are placed in the positions they will ulti 
mately take in the homes of his customers. Automatic 
water heaters are segregated in another spot, so a pros 
pective purchaser can compare the different types. A 
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salesman can point out the differences in con- 
struction principles without taking the cus- 
tomer all over the place, making it easier for 
the customer to observe details of each type 
of construction Another enterprising scheme 





of merchandising is the use of an accessory 
show case. In a little recess, built especially 


for the purpose, a glass case contains one of 





every kind of bathroom accessory. Some of 
these Mr. Flader keeps in stock, while he can 
procure any of them on short notice. People 
entering the shop are attracted to these neat 
little items, and when they find out how inex- 
pensively they can be bought, they will almost 


always purchase some accessory or other. Quite 





a nice profit is realized by the handling of ac 


cessories 





But by far the most unique and interesting 
part of the display room are the window dis The window display which won third prize in a manufacturers’ contest 
plays. The shop is located on a corner, hav- 
ing a window facing each street. Rather than use it days, it will be a simple matter to shift the displays, as 
as a single window, visible from both streets, Mr. Fla-_ they roll easily enough for one person to move them with- 
der had a desire to have two separate and distinct out any special effort. In this manner he will obtain a 
displays. He also wanted to have a bathroom display com- variety of displays, and keep the passers-by from getting 
plete in his store But spacious as that is, there is not tired of seeing the same thing from day to day. 7 
enough room to give space to two large window displays, | 
a sink display, water heaters, and accessories, and still THE VALUE OF ASSOCIATIONS 
have room for a complete built-in bathroom. So. Mr. ~ RED FLADER is an active association worker. After 
Flader has thought out the following plan: He will have k having been in business for only four years, he was 
three entirely separate and different bathroom arrange-_ president of the Evanston-Wilmette-Kenilworth-Winnetka | 
ments Each will be complete in itself, and each fully and Glencoe Master Plumbers’ Association. He believes 
finished, even in the matter of accessories. Each will be that association cooperation can do more for plumbing and 
mounted on rubber-tired rollers as these three displays heating than nearly any other factor. He is always present 








will be rotated from time to time One will be in the at the Illinois State Conventions. He made one very ' 
front window, and one in the side window. The other will salient point about conventions. He asked, as we were 
either be put along the wall, or be backed up to the discussing conventions, what good they were if you did | 
other two to form a triangle. In this way he can show’ not come back to your own shop and apply all the knowl- 
three different priced bathrooms, or three different styles, edge picked up at the convention city. Men discuss things 
and all to the same person at the same time. After a few back and forth, and if they are to be considered as worth- : 
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Showing the corner windows of Fred Fiader’s showroom 
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while to talk about, they are certainly worthwhile to take 
back and apply to one’s own business, according to Mr. 
Flader’s way of thinking. 

As we were talking about the plumbing business in 
general, Mr. Flader (who incidentally puts on the overalls 
and helps out when things are rushed), tapped his biceps, 
saying, “The trouble with most plumbers is that they use 
too much of this, (then tapping his forehead) and not 
enough of this.”” Flader is the kind of man who com- 
bines the use of both brain and brawn, good qualities in 
the man who sets the example for his organization. 

On small repair jobs he often goes out to do the work 
himself, solely for the purpose of getting into the cus- 
tomer’s house to get a line on what is needed. He often 
makes a sale, just by suggesting that some part of the 
plumbing is antiquated, or worn out. In one house, for 
instance, he went in to repair a faucet. He suggested that 
the closet combination was an old one, and not very 
efficient. The next day that customer came into his shop 
to enquire about new bowls. He sold her a bowl and tank, 
showing the value of ‘Asking ’Em to Buy.’’ He has made 
many sales of water heaters by finding out the type used, 
and suggesting an automatic heater. Another wise piece 
of merchandising he advocates is “buy the best.’’ He 
knows which plumbing articles he can guarantee, and for 
how long, because he has tried them out in his own home. 
In this way, he assures himself that he will have a lot of 
satisfied customers. And they, in turn, know that they 
can depend on what he tells them. Such good feeling be- 
tween a merchant and his public is bound to produce good 
business results. 

In branching the talk into price-cutting channels, he 
told this interesting story. An acquaintance of his stopped 
in one day to ask about the price of a certain sink. After 
figuring his costs, profit, and overhead, he made his price. 
A day or so later, this customer came in and told him that 
another man had underbid him by nearly $100. Mr. Flader 
told him he ought to be ashamed of himself for taking ad- 
vantage of any man who didn’t have the business ability 
to know better than that. The other price quoted was 
below the actual cost of the sink. This illustrates two 
reasons why Mr. Fla- 
der has made a success 
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ously Mr, Flader takes the plumbing and heating busi- 
ness. Taking advantage of other people’s experience 
is one of the greatest ways of getting ahead. The trouble 
with most of us is that we think those experiences do not 
apply to our own particular business. Mr. Flader ad- 
vertises each week in the daily paper of Evanston, in a 
section devoted to the north end people. In this way he 
keeps in touch with the people of his neighborhood, where 
the actual business is. 

The new building which has just been finished, is a 
beautiful example of what a plumbing and heating shop 
should be. In spite of the fact that it was built with 
another store next door, and apartments overhead, it is 
essentially built for a plumbing shop. The Flader estab- 
lishment occupies one whole side of the building as well 
as the entire back. The whole front part of the store 
is devoted to displays. At the back, to the left, an office 
space is walled off, with the front part containing a 
cashier's cage. It is from this cage to the door that the 
rubber mat stretches. In back of the bookkeeping and 
cashier's office is Mr. Flader’s private office. To the right 
is a large door leading into the shop. It was made with 
the express purpose of being large enough to accommodate 
the rolling displays. They can be set up back in the shop, 
and rolled out when completed. 

tntrance to the shop is through the office partition, as 
the large door is kept closed except when needed. Directly 
in back of the office is the estimating room. It has a small 
sliding door through which a telephone can be pushed, 
when calls are to be made. The object of doing the 
estimating out of sight is to keep Mr. Flader’s friends from 
dropping in for a friendly chat. Not that he doesn’t want 
to keep in contact with his friends and customers. He 
merely wants to do his estimating with as much thought 
and quiet as possible. 

The shop itself is across the back of the entire building. 
An unusual feature is the loading platform. Instead of 
the usual platform at the rear where trucks can back up 
and unload, this loading platform is inside, and parallel 
to the sides of the truck. Both loading and unloading is 
facilitated in this way, as the goods are already in the 
building. Pipe racks 
line the wall of the 





of his plumbing and 
heating business. He 
will not sacrifice profit 
just to get a job. He 
knows his customers 
Well enough to meet 
them as man to man, 
and tell them just 
what he thinks. His 
courage is one reason, 
while his very pleasing 
personality is a second 
reason for his success. 


MAKING ADVER- 
TISING PAY 

STARTED to sound 
| out Mr. Flader on 
the idea of advertis- 
ing. His come-back 
Was very much of a 
surprise. “Wrigley 
made chewing gum pay 
by advertising. Look 
at the business to- 
day.” This gives an 
idea as to how seri- 








Recessed accessory display in showroom 


loading platform, and 
when pipe is wanted 
on a job, all that has 
to be done is to lift 
the pipe from the 
racks and put it onto 
the truck. When pipe 
is being ‘delivered to 
the shop, it can be 
taken off the delivery 
truck and put in the 
rack with the mini- 
mum of trouble, as the 
racks are not more 
than seven feet from 
the side of the truck. 
The basement is used 
for storing large ma- 
terials, and a _ special 
beam has been built in 
the ceiling over the 
basement door. This 
was put there to sup- 
port block and tackle 
handling heavy ma- 
terial such as bathtubs 





(Continued on Page 53) 
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and 2.—Roiler room, work room and piping layout showing ventilating ducts and fans in the Cathedral 
of St. John the Divine in New York City 


Figs. 1 
























st. John the Divine, 
New York City 


John the Divine, on Morning- 


side Heights in New 


York City, according to news- 


T HE CATHEDRAL, St. 


paper reports, will be the third largest edificé of its kind 
in the world. It covers a ground area of 109,082 square 


feet Exhaustive study has been made of the piping in 


the plumbing and heating equipment in the interest of 


permanency. It is planned to so install this equipment 
that it will be in a fair state of preservation 2,000 years 
hence. In fact, the entire building has been studied with 
a view to establishing a permanency beyond that consid- 
ered necessary in any other structure in this country. 

The architects, Cram and Ferguson of Boston, because 
of the magnitude of the piping problems, sought 
from the best available sources in addition to that 


by the engineers, Buerkel & Co., also of Boston. 


advice 
given 





Left picture: 


Fig. 3. 
and four inches wide.—Right 


Wiping solder joints.—Middle picture: 
picture: Fig. 5. 


Vig. 4. 
Covering the pipes with pitch and asphalt roofing 


Za 


To Serve a Great 


Cathedral 


St. John the 


presents unique piping 


Divine 


installations 


Buerkel & Co. advanced the idea of installing a system 


of steam piping around the roof water outlets for the pur 
pose of melting snow and ice 


The pipe is held by hangers above the gutter and per 


forated so that when the steam is turned on it will strike 


the snow and ice located in the gutter, thus preventing the 


formation of icicles on the gutters. Such arrangement also 


prevents the overflowing and bending of the gutter hang 


ers. This steam pipe is extra heavy in order that it may 


stand the strain a long time under the severe conditions 


encountered. The conductor pipes are of six-inch extra 


heavy copper, 1/3 of an inch thick, with heavy cast brass 


drainage type fittings. These pipes, in addition to being 


threaded and screwed into the brass fittings, were sweated 


Instead of being caulked, wiped solder joints were made 





Showing copper pipe hanger, three-quarters inch thick 
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this piping. The steam pipes are being covered with pitch en 
with 85 per cent magnesia, then with two thicknesses of two ply 
asphaltic roofing wired on and coated with pitch. 

All the joints are welded, thus avoiding fittings. Fig. 7 sh: 
mechanic making a welded joint on one of the steam lines. These 
lines supply concealed radiators located under the windows 

In planning the heating system, the engineers have taken to 
consideration the probability that within fifty years electricity may 
become the general medium of heating, and with this in mind | ey 
have designed electrical conduits of extraordinary size. 

Plumbing in the cathedral is practically negligible, as no supply 
lines are run above the basement. The one interesting feature aside 
from the brass water lines is the vents, which are of heavy copper. 

Naturally in addition to the best quality of material adapted to 
this work, high grade workmanship is a requisite. Each workman 
employed is a master of his particular branch and has pledged him- 
self to put forth nothing but his best efforts. 

The charter of the cathedral was obtained 50 years ago. About 
twenty years later, work was begun and an expenditure of six and 
a half million dollars was made. Actual building activity abated 






























the heavy 3 inch copper leader 
line and cast brass drainage 
fittings which will be enclosed 
in the wall together with the 
live stenm lines running to 
the roof for the purpose of 
Top picture: Fig.6. Pitch and melting the ice and snow 
asphalt roofing will be de- 
pended upon to protect the 
pipes for many years.—Middle 
picture: Fig. 7. A mechanic 
making a welded joint.—Bot- 
tom picture: Fig. 8. Showing 





which naturally add to their rigidity and durability. This step of 
the work is shown in Fig. 11. Brass was chosen for the fittings 
because it will not stretch or leak as copper might. John P. Blair 
of New York City, the plumbing and heating contractor who is mak- 
ing the piping installations, designed copper vertical hangers % of 
an inch thick by 4 inches wide with heavy bronze bolts and nuts for 
clamping around the gutters, these to be placed every few feet along 
the runs to support the heavy weight. One of these clamps may be 
seen in Fig. 4 attached to a run which is being temporarily sup- 
ported by a plank until the masonry is run up around it. 

The leaders are all coated with pitch, then with asphaltic roofing 
wired on and again thoroughly coated with pitch. The execution of 
this work is shown in Figs. 5 and 6. Expansion and contraction in 
these lines will be negligible and they are therefore being built 
solidly into the masonry. In the event these pipes do deteriorate in 
centuries to come, the engineers feel that the masonry openings will 
furnish ample channels for the roof water. 

The steam lines are of double, extra heavy wrought iron pipe, % 
of an inch thick with welded joints. There are no fittings used in 
any of this piping, which is also built into the walls. Provisions 
have been made for expansion and, in so far as feasible, arrange- 
ments have been made for a possible removal and reinstallment of 











Se' tember 18, 1926 


for some years, but early in 1925 the work was resumed, 
and it is hoped that this beautiful edifice of worship, the 
larcest in any English speaking land, will be finished dur- 
ing this generation. Ten million dollars have been raised 
for this work and five more millions are being sought. 

he work of the various artisans employed in the con- 
struction of the cathedral represents an unusually large 
proportion of the cost, and William Green, president of the 
Anierican Federation of Labor, has endorsed the plan of 
having a labor committee to raise funds as labor’s contri- 
bution to this work. The money contributed by the various 
unions throughout the country will finance the building of 
the southwest transeptal porch, which will cost one hundred 
and forty-five thousand dollars. 


THE HEATING PLANT 

NUSUAL precaution has been taken in the installation 
U of the steam piping in the cathedral. All pipes are 
extra heavy and welded. These pipes supply a few radia- 
tors under the windows and some higher up in the nave. 
Very few radiators are used, consequently only a limited 
amount of supply and return lines is necessary above the 
basement floor. When it was necessary to carry the pipe 
to the auditorium or the radiators in the nave such piping 


Top pleture: Fig. 9. Half 
inch sheet iron encase- 
ment being welded to fit 
ever the steam lines at 
the base of the parapet 
shown at bottom of op- 
posite page. After this 
fron covering was 
placed and covered with 
pitch, concrete was run 
over it, and the walls 
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built.—Middle picture: 
Fig. 10. Making a 
welded joint In a three 
inch steam line—Bot- 
tom picture: Fig. 11. A 
section of copper leader 
pipe which has been 
screwed and sweated 
into a cast brass drain- 
age fitting. This line, 
like all the others, Is to 
be encased in the solid 
wall 





was concealed in the walls, provisions 
being made so that it may be replaced at 
some future date. 

The piping plan was designed and 
worked out with the point in view that 
this cathedral will stand from 1,000 to 
2,000 years and that during this time dif- 
ferent methods of heating may be em- 
ployed to take the place of our present 
method. Electricity is thought of as a 
heating medium and provisions are made 
to install unusually large electric conduits 
to supply sufficient current for use in 
boilers in order to generate steam or to 
heat direct by some future methods that 
may be devised. 


BASEMENT PLAN AND AIR WASHERS 


IG. 12 shows the basement plan of the 
cathedral. On this plan the air washer 


installation is shown in the right hand 
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i2.—Basement elevation and floor plans showing air washers 


Vig. 


corner These air washers are electric driven units the 


motor being connected direct to the fan. The preheating 


and reheating coils are supplied with steam through a 


and all coils are thermostatically 
controlled In take 
the return header is provided with steam traps of ample 
that the 
The indirects are 


pressure reducing valve, 


order to care of the condensation 


size so condensation may be removed rapidly. 
provided with air vents connected to the 
vacuum line in order to free them from air in the quickest 
possible time All steam traps carry a thermostatic vent 


valve on top in order to prevent air binding. 
BOILER ROOM 
boiler 


AHE temporary 
hand side in Fig. 12 


may be seen in Fig. 1 Ali pipe lines from the boilers are 


room is located on the right 


and the permanent boiler room 


shown on this drawing and need no further comment 


Where risers are taken off from the mains these go up to 
radiators located under windows and special room on the 


main floor. Such risers as well as all piping are double 
extra heavy so that they will last a long time. No piping 


is installed above the basement floor. 
VENTILATING AND HEATING 

NIGS. 1 and 2 also show the location of the fan 1 and 2, 
|: and the ventilating ducts and outlets, where such ducts 
are in the walls and floor, are made of extra heavy copper 
in order to last the greatest possible length of time. Air 
is taken in, washed, heated and carried to all parts of the 
building 

Fig. 12 shows the cross section of the fan room No. 1, 
the location of the ventilating ducts and outlets. All fans 


motors. 


also 


are motor driven, and operated by slow speed 


Under the coal room a ventilating duct is located which 


storage 
is located near the boiler room as shown in Fig. 1. 
that permanent 


room 
The 
boiler 


is acting as an exhaust tunnel. The coal 


future boiler room, will be the 
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room, is shown in the center of the layout as are also the 
six boilers that will be used. These are located three in 
a battery. Over the boilers an extra heavy steel breech is 
located leading to the smoke flue. In Fig. 1 the basement 
heating plan is presented which shows the new boiler room 
more clearly. On this plan the layout of the toilet rooms 
and the plumbing fixtures may be noted. The ventilating 
ducts are also shown on this plan more clearly. 

The ventilating ducts as well as the forced circulation 
made of copper and riveted in place. Every- 
the entire building is finished and 


ducts are 
thing that 
the material also is finished with one definite thought in 


is done on 


mind namely that the workmanship as well as the mate- 
it may last for cen- 
obtainable 


shall be the best in order that 
turies to come. None but the best workmen 
are employed on the construction. 

The workroom in Fig. 2 is used to 
machinery and tools for the work required and is a per- 
manent feature of the building. 

All heating lines, risers and returns are of extra heavy 
pipe, and all that can be located in the basement are placed 
there so that they be replaced when necessary in 
future centuries, when the type of heating used will differ 
perhaps materially from that used in the present day and 
generation. 

Acetylene welding is employed to a great extent on all 
It will no doubt require centuries to finish 
of art, and one generation has al- 
It remains for the second 


rial 


shown house the 


may 


this work. 
this wonderful work 
ready worked on this project. 
generation to leave its mark, and the third perhaps, before 
the project is finally brought to completion. 

Our master steam fitters and our master plumbers who 
have given of their skill and ingenuity will be supp! inted 


by the next generation on this job, and so it will so on 
until the final FINIS is written on the orders and in the 


archives of this greatest piece of engineering of modern 


times. 








High School Plumbing Instruc- 
tion in Chicago 


By ELMORE V. KNAACK 


WAY BACK in 1912 the curtain was raised 
new era in educational work. That the 


of the trade school or instruction of the apprentices. 


upon a 
was start 
With the coming of the trade school, the apprentice did 
not have to depend upon the meager instructions of the 
He was to receive an apprentice course 


busy employer. 
free of all expenses in big modern school shops. 
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Back at that time, Wil- 
liam J. Bogan, now 
sistant superintendent of 
the schools of Chicago, 
and Miss Ethel Jaynes 
were working on a trade 
plan. They 
the great advantages and 
opportunities that such a 
plan would bring, so fin- 


as- 


school saw 


ally an apprentice plumb- 
ing course was established 
at Lane Technical School. 

The master plumbers and journeyman plumbers’ union 
came to the realization that their future 
would not be able to wrangle with the large projects such 
as sanitation, building problems, sewerage, laws of heat 


s00n 


and other contemplated problems without adequate knowl- 
of the subject. They knew that this knowledge 
could not be procured through the average employer or 
private schools, they wholeheartedly backed 
this new plan. of this is shown the 
fact that these furnish 
financial aid. 
300 for the various supplies and accessories used in the 
The Master Plumbers’ Association pays the 
Student his regular salary during his school time. Thus 
the student is practically being paid to go to school. The 
teachers, rooms, and equipment are supplied by the board 


edge 
through so 
interest by 
than 


Proof 
plumbers do 
The Journeyman Plumbers’ Union donates 


more merely 


shop work 


workers 


of education Thus it can readily be seen that the ap 
prentice plumber is gradually coming into his own 
Although the plan was supported unanimously from the 
start, it seems that only now is the public beginning to 
realize its full significance 
Only in trained ability is there real safety now No 
man who is without a thorough knowledge of some busi 
ness or profession is ever economi 
cally safe The work of develop 
ing our country’s resources’ has 
Top: Roughing in’ progressed with unprecedented ra 
wae mebiag pidity This is encouraging for 
tank and heater 
sentaliations. . ate, only with the help of skilled labor 
Middle: Plumbing can our future wants be supplied 
students learning The indifference with which our 
to use the solder- young men habitually allow them 
ge nt selves to drift listlessly into work 
apprentices doing for which they are by nature unfit, 
Oxy - aeetylene the confidence with which they trust 
welding and cut- chance to do for them what they 
should do for themselves, 
. and the blind recklessness 
with which they neglect 
to acquire a_ skill that 
may serve them in their 
life struggle-——all these 
are becoming things of 


the past, for the student 
now is” afforded” every 
chance to learn ae real 


trade. 
Jack at 





date 





early 





that 





a a 


r 


a week to work 
Now 


well 


when the apprentice had but one-half day 


his course, there were about 180 pupils. in our 


the 

The average weekly attendance is above 
Each 
which 


in 
the 
270 


of 


day class enrollment has increased to over 


300 mark. 
students. 
work 


student now has one full day a week 


is divided between shop work and academic 
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subjects. The daily attendance at present is now around 
54 pupils. Although the plumbing department at Lane is 
one of the best equipped in the city, larger quarters will 
soon have to be provided if the attendance increases. 
The course of study is three years of apprentice work in 
school and two years of practical work on the outside. 
This makes five years of apprenticeship covering the entire 


period. The subjects that are taught are as follows: 
1. Practical Shop Work; 2. Academic Work; 
(a) Use of tools, (a) Trade science, 
(b) Joint wiping, (b) Trade Mathematics, 
(c) Solder and fluxes, (c) Drawing and plan 
(d) Bending of waste reading. 
pipes, 
(e) Oxy-acetylene weld- 
ing, 


Three teachers have been provided to teach the above 
Frank Culhane is in charge of all the academic 
work of trade 


subjects. 
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together so that the teacher can make up the course - uit- 
able for that certain class. With this system of practice, 
college students are in one class, high school students in 
another, and the fellows from the elementary schools in 
another. This form of arrangement has proved very suc- 
cessful all during the course. 

Let it be said that there is not one dull moment for 
the apprentice. The course of study besides being educa- 
tional, is also recreational and entertaining. A plumbers’ 
apprentice club has been formed by the students which 
holds dinners, banquets and dances periodically. Leaders 
of the plumbing world have been invited to speak at these 
meetings. These addresses have been very interesting and 
instructive. Among the speakers two men of prominence 
stand out. They are Mr. Herbert of the Master Plumbers 








mathematics 
and trade 
science. Mr. 
Culhane was 
formerly a su- 
perintend- 
ent of con- 


struction with 
twelve years 
of building ex- 
perience and 
four years of 
teaching expe- 
rience. 

Harry Gries- 
back, in charge 
of the shop plumbing work, is a journeyman 


with eighteen years’ practical experience at 
plumbing and four years of teaching expe- 
rience. 


OXY-ACETYLENE WELDING TAUGHT 

NE OF the departures in the 
() plumbing world is the oxy-acetylene 
welding. The new process is a simple form 
of blowpipe in which a single jet of a prop- 
mixture of oxygen and 
acetylene is mending broken or defective iron 
pipe, connections for pipes, boilers and radiators. This 
process, called autogenous welding, is a means of solder- 
ing with iron. The blowpipe is used to melt the edges 
to be joined and at the same time a stick ‘of iron or steel 
of the same composition is melted by the blowpipe and 
the melted metal flows into the gap. Mr. Coleman, who 
is in charge of this department, was one of the first to 
introduce oxy-acetylene to 
section of the country. Mr. Coleman has been at work 
on this for about two years. 

The plumbing shop is equipped with some of the latest 
developments in the plumbing world. The shops are 
equipped with wiping benches, racks for stacks, heaters 
and torches; a special lecture room for mathematics and 
science, also a drawing room for drawing and plan read- 
ing. 

Proof of the interest shown by the students is given by 
the fact the scholarship rating is very high. It is also 
interesting to note the type of fellows that attend the 
school as apprentices. The average previous education of 
the student ranges from an eighth grade to college grad- 
uate. 

In forming the classes, it is always arranged so that 
students of the same intelligence and education are put 


newest 


erly-proportioned 
used in 
















the plumbing trade in this _ 


Association and Major Burke of the Journeymen. Speak- 
ers of this 
kind have 

Top: Students at Lane Tech hoe mn very 


learning the art of joint wiping. 
Bottom: Wednesday class of 
plumbing apprentices and the 
faculty. In the center forefront 
mre: 1—Harry B. Griesback, 
Shop Instructor, 2—Grant Beebe, 
Principal, %3—Frank Sullivan, 
Assistant Principal, 4—Frank 
Culhane, Instructor of Drawing 
and related subjects 


helpful to the 
students in 
their work. 

The club 
has already 
made trips 
through the 
Plants of 
Crane Co. and 
also Wolff 
Mfg. Corp,, 
while several 
other trips are 
now being ar- 
ranged for in 
the near fu- 
ture to a pot- 
tery concern 
making vitre- 
ous wares and 
the class will 
soon visit a 
lead pipe man- 
ufacturing 
concern. 

The manufacturers have co-operated wonderfully with 
the club by sending catalogs, drawings of plumbing in- 
stallations, special fittings, flush valves and_ stacks. 
Among the notable concerns that have responded and 
have helped the apprentice plumbers of Lane Tech. are: 
Stringer Bros.; Standard Sanitary Mfg. Co.; Stockham 
Pipe and Fittings Co.; The Chicago Faucet Co.; Keating 
Valve Co.: and Miller Supply Co. It has been through the 
co-operative methods of the above companies, the master 
and journeyman plumbers and the board of education that 
the “Lane man”? can go out prepared to face the prob- 
blems of the plumbing world. 












Plans are being completed and bids will soon be taken 
on the 4-story children’s hospital to be built on Pleasant 
avenue, St. Paul, Minn., to cost $250,000. Dr. Walter 
H. Ramsey, 459 Lowry building, is president of the Chil- 
dren’s Hospital association. C. H. Johnston, 715 Capital 
Bank building, is the architect. 


E. O. Johnson, 749 North Snelling avenue, St. 
Minn., has been awarded the plumbing and heating con- 
tracts on the 3-story apartment building being built for 
the Cleveland Realty Co., at 436 Dayton avenue, in that 
city. Walter Stevens, 508 Guardian Life building, is 


the architect. 


Paul, 
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G-6705 


This new enameled iron fixture, like all Wolff products, is of the highest 
quality, and its graceful design will harmonize with the finest kitchen. A com- 
bination of two useful fixtures, especially designed for use in kitchens and 
small apartments. 


It is made in one piece, eliminating all cracks and crevices, and has adjust- 
able legs. The ash drain board is reversible, and can be placed on the sink 
or laundry tray, or can be removed entirely. 


When fitted with the new DURO double sink 
faucet, its attractive appearance, together with its 
utility, opens a new channel for securing additional 
business. 


Like all Wolff products, it is made of the highest 
quality material and workmanship, by skilled arti- 
sans in a modern plant. Each piece is thoroughly 
inspected and backed by the Wolff Guarantee. 








DIMENSIONS 
Sink Inside.............. 19x2134" Sink, Depth Inside........... 6 ” 
i. 3S ee 19x2134" Tray, Depth Inside.......... 1314” 
Length Over-all.......... 5014” Width, Over-all............. 231%" 
cay. iteck Nee tbs noes ES ST ETT ETT TELS io * 


Floor to Top of Rim—Adjustable 33” to 36” 
Also made with Sink on left-hand side. 


Send for Our Suggestion Booklet 


Wolff Manufacturing Corporation 


2057 W. Fulton St., Cor. N. Hoyne Ave. 
CHICAGO, ILLINOIS 


Makers of Quality Plumbing Since 1855 


BRANCHES AND DISTRIBUTORS IN PRINCIPAL CITIES 
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Here’s the Biggest Union in the World 


biggest in value—biggest in performance 
— biggest in popularity among plumbing 
contractors. 


It's name is EXCEL and it surely does. 


For brute strength and rugged durability it has 
no equal. An EXCEL UNION will outlast 
the best steel pipe on which it can be installed. 


It’s a quality union through and through — 
from the air-refined malleable iron from which 
it is cast to the accurate pitch of its Briggs 
tapered standard threads. 


If you want one hundred cents worth of union 


for every dollar, get EXCELS. 


PROVIDENCE FITTINGS COMPANY 
7 Water Street, Boston, Massachusetts 
New York Office, 210 E. 45th Street 


EXCEL 





Mention Domestic ENGINEERING when writing advertisers, 














Advertising Editorial 


A NEW ONE EVERY WEEK— No. 235 












































Sheltered by the Radiator 


ANY a, home will know real heating 
comfort next winter because it will 
be heated by radiator. Not only in 
larger homes-—-and here heat by radiator is 
practically universal-——but in smaller homes 
where owners are learning how much more 
convenient is radiator heat—how much more 





healthful because it is easier to maintain an 
Ask for a even temperature. 

free copy of We are experts in the matter of heating. 
“The Story : : 

of the Bath.” We shall be glad to place our experience at 
Nothing your command in going over plans for a new 
quite like it “ 


eeliabhe te house or in recommending changes in your 


any other present heating plant. Just telephone. 
field — his- 

tory and 

health facts (In this space your Name, 
Woven into ‘4b 

Seance Pelephone, and 

ing booklet. Address ) 








Businesses that Fail 


TATISTICS show that a great majority of the businesses which 
W fail were never advertised. If statistics were available, they would 
show that businesses which just drag along somehow, never making 
any real profit, do not in the majority of cases advertise. In these days 
of keen competition advertising is an almost absolute necessity We 
recommend the Advertising Editorials They're timely they leave 
hothing for you to do but hand copy and illustration to your paper. 
They're inexpensive—only $4,20 for twelve cuts. 
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ALES LETTER 
One a Week No. 72 





Now is the time to agitate the question 
of radiator heat. Send the following let 


) build Or 


ter to people who intend 
who you know ought to have radiator 
heat. This is the time to call attention 


to heating plant needs 


| O H N BROW #N 
Plumbing Hleatu 
Two Rivers, N. Y 
Sept. LS, 1926 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam: 

Has it ever occurred to you that somewhat 
the same reasons may be applied to the use 
of radiators in the small home as in the 
larger home or the mammoth office building? 
It is true there is a difference in price over 
simpler heating systems But the economy 
of heating by radiator, its convenience, its 
greater healthful character because it is easier 
to maintain an even temperature all these 
must be taken into consideration 

The modern radiator heating plant has been 
so well developed that it may be left to func 
tion by itself for long periods of time, during 
which it will hold fluctuations in temperature 
at a minimum,-——and it is from great fluctua- 
tions that colds come—at a saving of fuel. 

Won't you telephone and permit us to send 
a heating expert to look over the plans for 
the new house, or to go over your present 
heating plant to recommend changes for 
greater efficiency? No obligation——-and you 
will rest satisfied in the opinion of an expert 

Very truly yours, 
JOHN BROWN 


— Adlet 


ONE A WEEK No. Q3 


YTATISTICS show also that many businesses 
S which have been very successful have built 


their growth on small advertising space. There 


are, in fact mall advertisements being used 
today which have not been changed in years 
The Adlet, with its weekly change, covering 
timely subjects, is, therefore, none the less effec 

tive because it is small Commence using them 
today Copy out the one below 





Heat by Radiator 


this winter, and learn what conveni- 
ence, comfort, economy and an even 
temperature under all conditions can 
mean. We're experts Just phone and 
we'll send a competent engineer with 


out obligation to you. 
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Floor Plan 
Floor Plan-- First and Third Floors Second and Fourth Floors Basement Plan 


Plumbing—from Rhode Islan 


to California 


The Schoolmaster and his Class go over an interesting installation 


in the May 22 issue, on pages 22 and 23. 


HE DRAWING problem that we have to tackle at Drawings submitted are as follows: 
this session of the Class is the one which appears Fig. 1.—Monroe C. Roberts, Abington, Pa. 
Fig. 2.—Melville M. Kieffer, Hershey, Pa. 
C - ‘ Fig. 3—C. D. Krentz, Denver, Colo. 
We stated in presenting the problem, that we con- Fig. 4.—"C. K.,” Brooklyn, N. Y. 
sidered it one of the most interesting and valuable prob- Fig. 5.—William H. Schupback, no address. 
lems we had ever given out, and now, as we take it up Fig. 6 Rudolph Zimmer, New York City. 


Fig. 7 Ernest Peterson, Youngsville, Pa. 
Fig. 8 A. R. Roles, Camilla, Ga. 

Fig. 9.—Ed Muhlenpoh, Lockland, Ohio. 
has been O.K. to connect a fixture into almost any stack Fig. 10.—J. H. Reeve, Salt Lake City, Utah. 
that happened to be nearby, a situation due to the fact Fig. 11.—K. W. Simpson, Kensington, Md. 
Fig. 12.—D. B. Biggs, Santa Pina, Calif. 
Fig. 13.—B. M. Mangan, Los Angeles, Calif. 
Fig. 14.—J. B. Bush, Providence, R., I. 

Our present problem is governed by the two floor plans Fig. 15.—Fred Tisell, Galveston, Texas. 
and the basement plan shown above. Fig. 16.—John Spudick, Green Lake, Wis. 
Fig. 17 E. Cropper, Binghamton, N. Y. 
Fig. 18.—H. T. Callan, Pittsfield, Mass. 
Fig. 19.—J. R. Plamder, Oakland, Calif. 
to make any number of different plumbing elevations, but Fig. 20.—George Jones, Youngstown, Ohio. 


for final discussion, we still think the same way about it. 
As we originally explained, in many of our problems it 


that there were no floor plans to govern the working out 
of the plumbing elevation. 


With the layout of fixtures shown in the skeleton draw- 
ing on page 2% of the May 22 issue, it would be possible 


now, with the floor plans governing the plumbing installa- Fig. 21.—George Monroe, St. Cloud, Fla. 
. . . . . . “ r 292 | ¥ x 
tion, differences in the various elevations submitted by Fig 22.—H. J. Taylor, Flint, Mich. 
liffere etitesia 40 be ¢ i catenin 2 i Seen Fig. 23.—Otto Lindahl, Oakland, Calif. 
different individuals wi ye found principally in the less Fig. 24.—A. McHenry, Brooklyn, N. Y. 
essential details. Fig. 25.—-R. A. Coen, Pennington Gap, Va. 
In this present problem, it is either right or wrong to Fig. 26.—“B. M.,” Gary, Ind. 
TS oy 97. » , a y r 
connect a certain fixture into a stack in some definite loca- Fig. 31.-Beb Fuauia, Atbeny, M. ¥. 
, : Fig. 28.—J. Frank Lonas, Knoxville, Tenn. 
tion, but it cannot be both right and wrong. In other Fig. 29.—David Ross, Vancouver, B. C., Canada 
words, this present problem gets “down to brass tacks” Fig. 30.—W. H. Smith, Wilmington, Del. 
more closely than most of our other problems have done. Fig. 31.—George E. Hardin, Humboldt, Kans. 
» . ai Fig. 32.—-Jack O'Brian, Roundup, Mont. 
We believe that shift ver t > sult type 
8 ‘ eve a a ing over to the more dificu t type Fig. 33.—Edward Speck, Buffalo, N. Y. 
of drawing problem will be the cause of much satisfaction Fig. 34.—Louis Liess, Union City, N. J. 
to many of our members, for the experience to be gained Fig. 35—John Cersosimo, Concord Junction, Mass. 
is certainly of more value. Do you notice what a large number of newcomers tliere 
To new members of the Class, it should be explained is in the foregoing list? Probably the Schoolmaster 
that the Plumbing Problems are published on alternate notices these things more than anyone else, at any rate 
weeks in “Domestic Enginecring.” Readers send in their he feels mighty well acquainted with the “old timers,” 
solutions. The solutions sent in over a period of four and is perfectly willing to get on the same footing with 
or five weeks are then commented upon in a “School- the “newcomers.” 


article. It may be of interest to know that at least four of 
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master” article. This is a “Schoolmaster’ 
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QUALITY doesn’t “just 
happen.” It takes experi- 
ence and skill---men and 


machines! ZECO quality 


never varies and is rigidly 
maintained. Demand ZECO. 


W. A. CASE & SON MFG. CO. 


220 DELAWARE AVENUE, 
BUFFALO, N. Y. 
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The CRAMPTON HALL 
Apartments 


Pacific Street and Nostrand Ave. 
BROOKLYN, N. Y. 


Architect: D. Brunstein 


Plumbing Contractor: D. Karassick 


Jobber: Ridgewood Plumbing Supply 
Co., Glendale, N. Y. 





To give satisfactory service a flush valve 
must be adjustable to various conditions. 
The time plug on the SIMPLEX makes such 
adjustment possible from the OUTSIDE. 
Nor does the SIMPLEX have to be taken 
apart for cleaning. A turn of the time 
plug opens the by-pass to full capacity and 
a flush or two easily removes all foreign 
matter from the valve. 





Office and Warehouse Carrying Stock of Perfection Products and Simplex Flush Valves 
234 WATER STREET, NEW YORK CITY 


BEATON & CADWELL MFG.CO. 


Gstablished 1894 
NEW BRITAIN, CONN. 
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Fig. 1 
these drawings are submitted by plumbing inspectors, a 
fact which testifies to the value that is being placed on 
this sort of educational work. 


A hasty glance through the drawings shows us that our 


chief criticism of them is going to be largely along dif 
ferent lines from those in previous problems. Inasmuch 
as the drawings are based upon definite floor and cellar 
plans, it will be clear that each fixture must connect into 
some one stack and to no other, that each stack has a 


definite location as shown on the plans, et: Therefore, 


our chief attention will be directed to discussion of proper 


stack connections, stack locations, etc. 

Class members are requested to send in their photographs 
jor publication. 
they 


Photos and halftones are returned ¢ 


is soon as used. 


NEVERAL have expressed the belief that this problem 
S is of unusual value, and we agree with them. Our 
advice ig that each one who is interested in this problem, 
Whether submitting one of the drawings or not, should 
study carefully the disgussion and criticism of each one 
of the drawings This will certainly be of the greatest 
help in the reading of plans, and that of course is a 
thing that should be close to the heart of every ambitious 
plumber. 

Discussion of the drawings is as follows: 

Fig. 1.-Connection of fixtures to proper stacks is O.K. 
The plans show the vent stack D running up at the ex- 
treme end of the line of fixtures served, whereas this 
elevation shows two vertical lines, neither of them at 
the end of the line. Fig. 7 shows this correctly. This 
difference in layout is good practice, but not fully in 
accord with the plans. There is no other criticism con- 
cerning connection of fixtures to stacks This is what is 
known as an 


“unvented’’ plumbing system, a method of 


ENGINEERING 


~~ 
ws 


nstallation in general use in several of the large cities of 
the country, including Vhiladelphia and Detroit In our 
own opinion, and according to the judgment of a very 
large majority of those connected with the enforcement 
of plumbing laws, the vented plumbing system is much 
sufer, much more free from the danger of trap siphonage 
than this system, and therefore more to be desired. We 
have devoted two entire articles to this subject during the 
past few months, and instead of going into the matter 
again here, we will advise comparison, and study of the 
various vented systems shown in these drawings Con 
nection of fixture wastes into the heel of the closet bend, 
as in the case of 10, 11, 25 and 26 is never good practice, 
especially when the traps are unvented 

Fig. 2 The work shown on stack A is correct, and it 
is perfectly allowable to use loop vents, but the plans 
show a vent stack in such a location that circuit vents 
should be used or the work done after the manner of 
Fig. 4. We take it that 22, 27 and 28 are vented off 
special vented waste fittings 31 is not vented Lava 
tories on lower floors, served by stack C should be vented. 


Fig. 6 shows these connections well made 


that is necessar u rder to become a member of 

his world-cvide plumbing class ts to send in a solution of 

finmbing problen The irre published regularly in 
“Dor ( l hy meer 


ip 3 This drawing is executed by a member of the 


Opportunity School in Denver, Colo., and submitted by 


Mr. Lee E. Sinclair, instructor, who states that it is done 
in accordance with the Denver plumbing code 

While the stack A work is excellent, it does not agree 
with the stack locations shown in the plans, in which the 
vent stack D is at the right of 6 and 21. In our opinion, 
and according to most plumbing codes, 13, 22, 28 and 31 


should be vented 


i} 


te 


Fig. 4. This work is laid out correctly, and we find 
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Fig. 2 Vig. 3 
only minor error The closet vents rise from square 
bends which prevent drainage of these vents Fig. 13 


shows the right method of connecting 9 requires no vent. 
Stucks A and B branch into the horizontal cellar line 
from the wrong direction. There should be two cleanouts 
on the main trap 

The general layout is correctly made with the 


Reference to 


Fig. 5. 
exception of stack A and its vent, stack D 
the flocr plans shows that A should be at the extreme 
left, and 1D at the extreme right of the line of fixtures. 
13, 22 and 28 are also un- 


16 is apparently unvented. 
vented, and 24 inadequately vented through a small lava- 


tory connection § would not require a vent if connected 
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“ This 


is the husky valve you get in 


SPEAKMAN Tyo-valve Showers—also 
in SPEAKMAN Bath Fixtures 


It’s first a good heavy casting, made of electrically melted 
brass. All threads in the operating parts are sharply and 
deeply cut. Seat is raised — removable type. Waterway 
has been enlarged considerably. 





The finished wall line is indicated on the body of the 
valve and the escutcheon adjusts from 2°%” to 334”. Where 
greater adjustment is necessary, we furnish special long 
and special shallow escutcheons. 





This valve is now part of all SPEAKMAN built-in fixtures 


’ . . H 1402—Speakman_ two-val\ 
and two-valve showers. It’s your insurance against trouble shower. One of the many showe: 
on built-in jobs. and fixtures using the new in 

proved high seat valve whic! 

-p 4 IC ANY has escutcheons adjusting fron 
SPEAKMAN COMPAN’ 25% to 3% inches i shall: 
WILMINGTON, DELAWARE and long escutcheons for pla 


where greater adjustment is needed 


SPEAKMAN SHOWERS 


and FIXTURES 
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asin Fig. 7. 14, 15 and 23 are apparently crown-vented. 
If 14 and 15 were connected as 20 and 21 are, it would 
be much better. 

Fig. 6.—While it is perfectly O.K. to install the work 
on stack A as here shown, there is no stack D. This part 
of the work is more correctly shown in Fig. 4. 1 does 
not need a vent, neither does 8. The water closet vents 
should connect as in Fig. 13, allowing drainage for the 
vents. 












































Fig. 7.—We are much pleased with this layout, which 
is correctly done. Connection is made into the heel of 
12 and 27, whereas connection into the horizontal leg is 
preferable. 24 is correctly vented only if the connections 
for 23 are 2 inch. 10 and 25 are wet vented, which seems 
to us good practice although not altogether acceptable to 
all, as yet. 

Fig. 8.-—5 and 6, also 20 and 21 are connected into 
stack B, whereas they should connect into stack A. Stack 
A is about midway, whereas B is at the rear of the house. 
While the work on stack A is correct, it does not follow 
the plans, inasmuch as vent stack D is called for, but not 
used in this layout. 7, 8 and 9 need not be vented, as 
they are top floor fixtures, close to their stacks. 











Fig. 4 Fig. 5 
























































- 6 Fig. 7 


“Domestic Engineering” receives numerous letters at- 
testing to the great value of this kind of instruction in 
drawing. The trade is urged for its own benefit to take up 
this study. 


ey 9.—The same criticism concerning the connection 
of 5 and 6, also 20 and 21 applies here as made of 
Fig. 8. These four fixtures should connect into stack A. 
While the loop vents on stack A fixtures are perfectly 
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EYWELL 


Temperature 
Regulators 


iH 


Be Fair 
to Your Own 
Workmanship 


Honeywell 15-day thermostat 
ith 


equipped wit dependable 
jeweled-balance movement 
clock and high grade ther- 
mometer. 


You do not need us to tell you that any in- 
stallation will operate more satisfactorily if it 
is equipped with an automatic control as 


certain and dependable as Honeywell. 


That certainty and that dependability which 
are the supreme attributes of Honeywell 
constitutes your assurance of complete satis- 
faction on the part of your customers. 


It is manifestly unfair therefore to your in- 
stallations, your workmanship, yourself, to 
deprive those installations of the element of 
greater satisfaction which Honeywell un- 
questionably provides. 


The leading manufacturers of heating 
boilers recommend HONEYWELL ex- 
clusively; of the important automatic 
ally controlled domestic oil burners listed 
as standard by Underwriters’ Labora- 
tories, Inc., majority is equipped with 


HONEYWELL controls. 


The Honeywell Heating Specialties Co. 


Wabash, Indiana 








‘ Nar: 
The Honeywell 
LS electric regulator 
motor—an amaz 


ing achievement 
in utter simplcity 
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At the left 


pressure 


the testing room where 
all fixtures are tested under water 


The picture at right shows the 
flo r devoted to Earthenware sto k 
in the New Clow Chicago Plant. 





PLUMBING ‘TRADE 


HE enormous stock of goods car- 
ried in the new Clow Chicago 
Plant is so complete and varied that it 
meets every need of the plumbing trade. 


No matter what the order — large or 
small — prompt shipment is assured. 
Delay, short shipments, and eventual 
trouble at the installation point are vir- 
tually eliminated. 


In addition, you can always be certain 
that Clow fixtures and equipment will 
meet every specification, be of perma- 
nent quality,and in exact working order. 


When an order is received for a specified 
job, all material is tested and assembled 
according to blue prints and specifica- 
tions, all roughing-in measurements are 
checked, all fittings are tried on and 
thoroughly inspected for fit, appearance 
and quality. Even when the material is 
not for a specified job, it goes through 
the same order of inspection, checking 
and testing. 


So when you order your plumbing goods 
from Clow, you can be certain that there 
will be complete and immediate delivery 
and that every piece will be right. 


JAMES B. CLOW & SONS 
201-299 N. Talman Avenue, Chicago 


Sales offices in principal cities 


FOR 
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O.K., the plans are not accurately followed unless the 
work is done about as shown in Fig. 7. The work on 
stack C is very well done, but to follow the plans, the 
stack should be at the right rather than at the left of 
the fixtures. 

Fig. 10.—-If the basement plan is referred to, it will be 
seen that stacks A, B and C all run down to the horizontal 
piping in the cellar, whereas in this layout, only stack B 
conforms to this Stack B is at the extreme rear of the 


i 









































Fig. 8S Fig. 9 


building, A is midway at the left, and C is toward the 
front at the right, all of which means that to connect all 
the fixtures as here shown, would require running all the 
horizontal branches clear to the rear of the building. We 
are glad that the connectiocrs are made in this way, as it 
gives an excellent example of the need of plans to guide 
one in making a plumbing elevation. 10 and 26 appear 
to be crown-vented. 13 and 28 are adequately vented 
only when the lavatory waste conmections running to them 
are 2 inch. 

Fig. 11.—The general layout is very good. The hori- 
zontal line serving 1, 2, 3, 4, 5 and 6, should rise above 
the fixtures before connecting into the vent stack, as 
shown in Fig. 7 or Fig. 35. 7, 8 and 9 do not require 
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venting, as they are top floor fixtures, close to their stacks. 
Stack © has two vent stacks, whereas only one seems 
necessary. 15 has a crown vent, but if this vent were 
omitted entirely, the connection would be the same as 
that of 20 and 21, which is excellent practice. 

Fig. 12.—The three soil stacks and the drainage con- 
nections to them are correctly installed, but one vent stack 
is made to answer for the entire plumbing system. Noth- 
ing in the elevation enables us to know whether this vent 














Supplied in 
Standard Units 
of Seven Capacities 











Young Centrifugal 


valve fully opened. 
At times of pe 


vital importance 


suction and maint 


ple and positive. T 
the design of the e 
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- 


IW); 




















YOUNG 


CENTRIFUGAL VACUUM 
AND BOILER FEED 





PUMPS 


Noted for their Powerful Suction 
and large Reserve Capacity 


Vacuum and Boiler Feed Pumps are designed to 


discharge water from the system four times faster than the normal 
rate of condensation. This is the maximum discharge with by-pass 


ak load, for example when steam is first turned 


on, ample power and large reserve capacity of the pump are of 


Young Pump motors are of sufficient size to insure a powerful 


ain a large reserve capacity, this without being 


uneconomical in power consumption. The design of the Young 
Impeller and of the Exhauster combine to insure remarkable effi 
ciency in these important factors. ‘ The Impeller is powerful, sim 


he Young Exhauster provides maximum vacuum 


and ample air and water capacity by breaking up the stream through 


xhauster nozzle and delivery tube, a feature cov 
Young Pump patent applications. All of this is 
a relatively small power consumption 


For Bulletins Address 


YouNG PuMp COMPANY 
DUNHAM BUILDING 
450 East Ohio Street, Chicago 
Factory: Michigan City, Indiana 

















Fastest selling 
water relict valves 
in America are 


Red Jops 


the only valves 
for the service 


APPROVED 

by the 

Underwriters 
Laboratories 


MADE BY 
NEPTUNE METER CO. 
50 EAST 42ND. ST. NEW YORK,NY. 
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The Improved Model “‘R”’ 


Automatic Cellar Drainer 


A good all-around drainer — good for use 
in residences, office buildings, factories, 
elevator pits or excavations. It is efficient 
in operation, easy to install and econom- 
ical to operate. Its compactness necessi- 
tates only a small sump, thus proving eco- 
nomical in space as well as in cost. 


Your jobber can supply you 


PENBERTHY INJECTOR COMPANY 


Established 1886 
1260 HOLDEN AVENUE 


Canadian Plant: 


DETROIT 


Windsor, Ontario 
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| stack is at the center of the building, in the location of 


stack D, or at the rear close to stack B. 


When the one 


| vent stack is used, however, what it means is that regard- 


less of the difficulties, vents on 


all floors and from all 


| fixtures would have to be run horizontally over to this 

















vent stack, and this would be impracticable. Outside of 


this, there is no other criticism. 
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Fig. 13 





























Fig. 12 


Fig. 13.—-The work is O.K. except for stack A. This 
stack should pass through the roof, and vent stack D if 
run according to the plans, would have to be located at 
the right of 6 and 21, as in Fig. 7. The vent from 20 
and 30 should enter the vent stack above 24. 


Every reader of this article is urged to send in sugges 
tions for the improvement of this method of giving plum! 
ing instruction. 


IG. 14.—This layout is O.K., except for the location 
oO vent stack D. Instead of being located as here 
shown, it should be at the right of 6 and 21. The wet- 
venting of 10 and 25 seems to us a good thing. 7 needs 
no vent. 
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Fig. 14 Fig. 15 

Fig. 15.—Vent stack D is wrongly located according to 
the floor plans, which show it at the right of the two /ines 
of fixtures which it serves. Moreover, reference to the 
basement plan will show that stack D does not run clear 
down to the basement. Fig. 11 shows it correctly handled 
Stack B according to the plans, should run between the 
two water closets, 12 and 13, and 27 and 28, instead of 
at the right of these fixtures. All other detail seems 0.K. 

Fig. 16.—There seems to be quite a little correcting to 
be done in this elevation, and our advice would be to 
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The 
Madbury Lavatory 
—<a type for each 


particular bathroom 


41 



















Self-cleansing overflow, by which over- 
flow drain may be flushed under pressure. 
It is only necessary to hold a finger over 
the inlet opening and turn on the water. 
The water is Civerved, into the drain, 


it tical ly. 





HE Maddock “Madbury” Lavatory of Durock is the last word 
in beauty, convenience, cleanliness and durability. 
The larger illustration shows the pedestal style; the smaller, the leg 
style. Both are identical in every detail except the method of support. 
Because the leg style costs less to manufacture, it may be furnished 
at a somewhat lower price than the pedestal style; also it may be 
supplied, if desired, in a smaller size. 
Both styles are made of all white Durock, including trimmings. 
Durock will not chip, crack, craze nor discolor. 
The “Madbury” is the only lavatory made with a self-cleansing overflow, insur- 
ing complete sanitation. Hot and cold water, mixed to any desired temperature, 


is directed to the center of bowl in a single stream. There isa large square bowl 
with anti-splash rim. 

Durock lavatories remain new y mg i They can always be kept spotlessly 
clean by merely wiping with a damp cloth. 


THOMAS MADDOCK’S SONS COMPANY 


Oldest Sanitary Potters in America 


TRENTON, N. J. 


MADDOCK 


DUROCK ‘Bathroom ©quipment 







DUROCK 


The perfect material for bath- 
room equipment is chip.proof 


It cannot be chipped or peeled, for the 
reason that surface and body are natur- 
allyhomogeneousand are permanently, 
inseparably fused together under heat 
so intense that perfect and complete 
union is inevitable. 





COATED WARE 


Enlarged view of a cross section of ot- 

dinary coated ware, showing distinctly 

the line of demarcation between innet 
y and outes surface. 








DUROCK 


Reproduction of a microscopic photo- 


staph of a cross section of Durock 
magnified 300 times, showing no line of 
demarcation between body and glaze, 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 
ordinary kind 














A mark 
and its meaning 


The Jenkins 
than a mere 


*“‘Diamond”’ is more 
identification mark. 
It is a symbol valve users have 
long learned to associate with 
trouble-free service and with free- 
dom from frequent repairs and 
costly replacements. 


The Jenkins ‘‘Diamond”’ stands 
for a valve well-built from metals 
which have been proved by analyses 
before and after casting. It stands 
for a valve that has passed a test 
under conditions considerably more 
severe than those for which the 
valve is recommended. 


JENKINS BROS. 


80 White Street New York, N. Y 
524 Atlantic Avenue Boston, Mass. 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard. .Chicago, Ill 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 





marked with the” Diamond” 


alves 


SINCE 1864 
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study all of the other drawings and criticisms; the result 
will certainly be of the greatest value in gaining a clearer 
knowledge of the reading of plans. Stack A instead of 
being located in the center of the line of water closets. 
appears on the plans at their extreme left, and vent stack 
D instead of being run in two separate stacks, is at the 
right of 5 and 6. In circuit venting, the horizontal sojj 
line should rise above the fixtures before connecting into 
the vent stack. 5, 6. 20 and 21 should connect into A 
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Fig. 16 Fig. 17 
We do not see that the stack at the extreme right has any 
use. All of the fixtures except two of the top floor fixtures 
are without venting. 
Fig. 17. This is a very creditable drawing, with only 
|} one wrong feature. The vent stack for stack B should 
have been carried down to receive the vent from 31 
teference to the plans will show that to vent 31 as here 
shown, would call for running the vent two-thirds the 
length of the house. 


located; 
appears here 


Fig. 18.—-Stack A is wrongly 
it at the left of 1 16, while it 
center of the lines of water 
Except for the 
are non-siphonable traps, ¢ 


and 
closets. 
are properly located. water closets 
ture traps apparently 
Pittsfield allows 

None of the 
believe in 


the use ef such 
water closets are vented. 
this type of plumbing syst 
number of cities follow 


very glad to have Mr. 


dently traps 
venting. 
not 
that there 
We should 


write us stating what the 


we do 


realize are a 


practice, be 


Vembers of the Class are urged to send m their 
ings as carly as possible. Of course, tf you cannot 
them m early, send them in when you can. 
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Fig. 19 
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my You can hold a Sloan 

Valve down but you 

can tholda Sloan Valve 
open 


iy 3 
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cou 
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No wasted water with Sloan Valves 


AVINGS in maintenance costs brought about by the 
exclusive features of the Sloan Valve, such as the non- 
hold-open feature illustrated above, make it the acknow- 
ledged leader in the field. When you decide upon Sloan, 
you endorse the judgment of the world’s foremost 
builders. 90% of the noteworthy buildings of modern 


construction are Sloan-equipped. 








Always make this test in selecting 
flush-valve equipment 


First: Press the handle of a Second: Try this same experiment 


* Sloan Valve in any direction. with any other valve. 


Hold it or let it go. In either case, the Not one has this automatic feature of the 
Sloan Valve delivers a fixed amount of Sloan Valve which saves building-owners 
water—just the right amount for a com- hundreds of dollars in reduced water-bills 
plete flush—but no more! The non-hold-open feature explains the 


overwhelming preference for Sloan 


SLOAN VALVE CO. 
CHICAGO 


BRANCHES IN ALL PRINCIPAL CITIES OF THE UNITED STATES AND CANADA 











September 18, 1926 





CONNECTICUT 











O 
Z, 
oe 
fx) 
a5) 
Z 
SS 
~ 
2 
f} 
= 
2) 
ra 


Mention Domestic ENGINEERING when writing advertisers. 


used to distinguish merchandise. 
It is protected by law, in order to 
protect the buyer from fraud. It 
enables merchant or manufact- 
urer to profit by the superiority 
of his goods. 

name of our Trade Mark, by 
manufacturing with the greatest 
care each fitting that leaves our 


A TRADE MARK is the name 











MALLEABLE IRON FITTINGS CO. 


BRANFORD 
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things. Vent stack D should be located a little further 
to the right, to the right of 6 and 21. The vent from 1@ 
and 11 connects into D instead of into the vent stack for 
B. There is no need of running two vent stacks for B,— 
one is sufficient. 9 does require venting. 

Fig. 20.—Stacks A, B and C are properly located, and 
the right fixtures are connected to each, but the venting 


i an 19.--The general layout is good, except for two 
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Fig. 20 Fig. 21 


is impracticable. All vents are carried to a single vent 
stack, the location of which the elevation does not make 
clear. Stack B is at the rear of the building, A midway 
on the left, and C towards the front on the right. To use 
the single vent stack means that regardless of all the 
difficulties, horizontal branch vents would have to be run 
from the fixtures, wherever they might be, to this stack, 
and this would be impracticable. Fig. 7 gives a clear 
idea of the correct use of vent stacks. As here shown, 
6 and 21 are not adequately vented. 31 is unvented. 

Fig. 21.—5 and 6, 20 and 21 should discharge to stack 
A instead of stack B. Vent stack D, which appears on 
the plan, does not appear in the elevation. 12 and 27 
are properly vented only on condition that the connection 
from bath and lavatory is 2 inch. If 8 were connected 
as in Fig. 18, it would need no vent. 

Fig. 22.—This is one of the best drawings submitted, 
and there is really no criticism to make. 

Fig. 23.—The drawing would be O.K. except for the 
layout of the venting. The soil stacks are correctly lo- 
cated, also the vent stack for stack B. Instead of running 
vent stack D for stack A, and a main vent stack for stack 
C, all branch vents are carried to the main vent for stack 
B. On paper this appears not so bad, but when we refer 
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Fig. 22 Fig. 23 
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KEROSENE HEATER 
WICK BURNER TYPE 


An economical, safe, convenient Hot- 
stream Heater that furnishes constant hot 
water for domestic use, day and night. 
Noiseless, smokeless, odorless, no generat- 
ing Burns 19 to 30 hours per gallon 
Wick requires no trimming. Sells and 
satisfies because it's right 

Have you our new No. 25 Catalog show- 
ing our complete line of popular priced 
heaters? Write today. 


THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
‘Makers of Heaters That Heat’’ 
NEW YORK OFFICE: 210 EAST 45TH STREET 













LET’S GO! 











O-B Brass Valves 


are made in the following styles: 


Flestite Dise Gate Valves Radiator Valves 
125 Ib. Standard, Non Rising Fiexite Disc, Gate, No. 560 
item, No. 20 team, No. 30 
126 Ib. Standard Rising Stem. Hot Water, No. 40 
No. Packleas Graduated, No. 35 
100 Ib. Light Standard, No. 25 Union Elbows. No. 45 


Globe, Angle and Check Valves Renewable 
B 


Brase 0- 
Disc Dise 
150 Ib. Standard.... coon No. 10 
125 Ib. Standard , No. 1 No. 15 
100 Ib. Light Standard... ° No. 1% . 
Competition eeercevente No. 2 
Lock and Shield........ No. 6 No. 5 





Flextite Disc 
Gate Valve 


OHIO BRASS COMPANY 
Mansfield, Ohio 


APASCO ts 


Steel Water Heaters 


Made as sturdily as the famous 
Kewanee Boilers. 


KEWANEE BOILER COMPANY 


Kewanee, Illinois _ 
Branches in Most Leading Cities 














Tverblot 


WATER HEATER 


$ Says:— 
ft) f) “I’m sold on the EverHot 


Heater and recommend it 


$ highly. Each EverHot 
sale means a friend and 


a booster.’’ 


PERRY RUSSELL 
Chicago Plumber 


$139 = 
fverHot Heater Co. 


Detroit, Michigan 
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What sort of plumbers sell 
CHICAGO FAUCETS 


Some do. 


between them? 


Pictures of their shops would tell the story 
probably — but we haven't got them. And 


anyway they wouldn't be flatter- 
ing to the other fellows. 


Plumbers who sell Chicago Fau- 
cets are pretty apt to be first class 
merchants. They're wide awake — 
aggressive — always looking for 
new and better things to sell and 
serve their customers. 


When they find a new thing — a 
really important improvement — 
a time, labor and money saver for 
all concerned —they just natu- 
rally get behind it for all they’re 
worth. 


And it pays. The public likes 
to deal with a man who is con- 
stantly looking forward in his cus- 


Some don’t. What’s the difference 


tomers’ interest—not holding back in the mis- 


taken idea that he is serving his own. 





Standarized renewable working unit; can be 
removed as easily as an electric bulb. Seat 


replaceable as well as washer. No wear on 
the main body casting, therefore everlasting. 


:The new and valuable construction features 
in Chicago Faucets appeal to this type of 


plumber. He says to himself, 
‘‘Here’s something my customers 
ought to have.’’ His recommen- 
dation is usually all the selling 
that is necessary. 

That’s the kind of men who are 
selling and profiting through the 
sale of Chicago Faucets. They 
know a good thing when they see 
it — and they know they can sell it. 

If you're that kind, and don't 
sell Chicago Faucets, it may be 
you don’t know enough about 
them. In that case, suppose you 
let us give you full information. 
Write 


The Chicago Faucet Company 


2700-22 No. Crawford Avenue, Chicago 
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Fig. 24 Fig. 25 


it will be found that such connections mean 
long horizontal runs clear across the 
thirds of its length, floor. 

Fig. 24.—This is an excellent 
cism whatever, unless it might be 


vented if connected direct to the stack, 


to the plans, 
house, and for two- 
at each 
no criti- 

not 


drawing, with 
that 8 


as in Fig. 


need be 


23. 


week. 
upon 


hoolmaster” 


Problems published every other 
Readers send m their solutions which are 
“Schoolmaster” This is a “S 


article. 


Plumbing are 


commented 


article 


im oa 
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Fig. 26 


Fig. 27 


NIG. 25.—There here in the location 
I of stacks. When reference is made to the plans, it 
will be found that stack A should be run at the extreme 
left, and the vent stack D, at the extreme right of the 
lines of fixtures, also that stack B runs between 12 and 13, 


4 28. 6& 20 and 21 


is some difficulty 


also should be vented 











27 and and 6, 
to stack D. 10, 11 and 12, 25, 26 and should dis- 
into vent stack B. 


era? to stack B. 31 should vent 
30 should discharge into stack 


8, § , 15 De 2 3, 24, 29 and 
eC. an should run close to the vent stack into which 


97 
aw? 


those fixtures now vent. 
26.—-This layout 
have to make is that 


Fig. The 


two bath tubs seem 


is excellent. only criticism 


we the to be 
crown-vented. 

Fig. 27.—The vent stack 
Plans as D, and is at the extreme 
fixtures, whereas in this layout, it is 


stack A is shown in the 
right of the lines of 
at the extreme left. 


for 





Sand 9 are top fixtures close to the stack, and need no 
vents. Otherwise there is no criticism. 

Fig. 28.—The layout here is O.K., and we have no 
criticism to make. In order that 24 may be properly 











atrous 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


LINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals— 
ng Fountains— Self-Closing Basin Cocks—Liq- 

uid Soap Fixtures, etc. 


Manufactured and Sold Exchisively by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 
New York Office, Room 514, 51 E. 42nd Se 
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N 
INNEAPOLIS” a 


HEAT REGULATOR | |:)\ |" 


The, 








°F COAL~GAS ~ OlL “|| ( 
FIRST in every major Lr : 
development in its field— CATISY 

41 years of leadership! = ——< \ 














MINNEAPOLIS HEAT REGULATOR CO. 
Established 1885 


2801 Fourth Ave. So. Minneapolis, Minn. 








LAUNDRY TRAY LEGS 
(Alberene Pattern) 
Plumbing jobbers—if you have 
been looking for a good place to 
buy the good old Alberene 

Pattern Laundry Tray Leas- 

place your next order with us 
Thoroughly seasoned and nicely 
finished castings make our tray 
lege preferred by most plumbers 
Dependable Products— 
Dependable Service 


RICHMOND 
Foundry& Manufacturing Co- 
RICHMOND, VIRGINIA 











Full 
Waterway 


Well 
Constructed 


A Splendid 


No. 1020 


AMERICAN SANITARY MFG. CO., Abingdon, Illinois 
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SQUARE 


Iron & Malleablelron 


THE GRABLER MANUFACTURING CO. 






We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 


CLEVELAND, OQ. 










Rew MDS 


EVERY PURPOSE 


In the selection of a pump or water system for 
aw home, farm or factory—in the choosing of a 
ine of pumps for resale to customers, it is well 
to remember that the MYERS line of Hand and 
Power Pumps for Every Purpose and MYERS Water 
Systems for residences, farms, public and private 














lhe F- E.MVERS & BRO.CO.Ashland Ohio 


— AGHLAND PUMP AND HAY TOOL 


institutions have fifty years of pump building exper- 
lence behind their design, construction and finish. The name 
MYERS guarantees the quality while numerous patented im- 

vements insure ease of operation, large capacity and dependable, 
foag time service. Literature and information to users. Catalog 
and prices to reliable dealers. A postal is sufficient. 


wornxs- 



















Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 











LDmare Triplex Power Pumps 
are built in capacities from 300 
gallons to 60,000 gallons per hour. 
Larger capacities on special order. 
For complete intormation about 
these and other famous Deming 
Power Pumps you need a copy of 
our General Catalog and Water 
System Catalog G. 


THE DEMING COMPANY 
Established 1880 Salem, Ohio 


HAND AND POWER PUMPS 





















































 . 
= | f 7 = | 
ty La ae 
| : 
‘ in cin W 
a ' 
| as w 
= - ' _ se | t 
) ’ 
Epiwers : = ae 3 fr 
Fig. 28 Fig. 29 


vented, the lavatory connection must be 2 inch, and we 
presume it to be so intended. 

Fig. 29.—-This elevation is made in accordance with 
the plumbing code of Vancouver, B. C., which is quite 


| different from almost any other ordinance we know of. 


We would like to take up the chief features of the Van- 
couver plumbing system here, but we have done this in a 
previous issue, and haven’t the space to give it. It will 
be noted that in this system, the detail of venting is re- 
duced to a minimum. We note that in connection with 
stack A, two vent stacks are used, and it seems to us 
that the one vent stack, D, would be ample. 

Fig. 30.—The three soil stacks are properly located, 
and each one of the fixtures discharges to the proper stack, 
but the venting should be changed. It will be noted that 
all horizontal branch vents are shown connecting to the 
main vent stack B, which is located at the rear of the 
building, whereas many of the groups of fixtures are far 
removed from it, in different parts of the building. This 
would mean impracticable long horizontal vent lines at 
each floor. The plans show stack A served by vent stack 
D, but this has been omitted in this drawing. 


Join the Class now. All that ts necessary is to send 
ina solution ef a Plumbing Problem. 


“IG. 31.—-Stack D should turn and run horizontally on 
k the floor above its present location, as in Fig. 28. We 
thimk it better to give 10 and 25 individual vents. 

Fig. 32.—This is another fine drawing, the only criti- 
cism being the same as in Fig. 31, that is, stack D should 
not be carried down so far. 

Fig. 33.—The layout is entirely correct. 10 and 25 
have crown vents. 9 needs no vent, as the stack is ample 
vent for the fixture. 
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Always Efficient— 
Because Easily Cleaned 


NE-EIGHTH of an inch of collect. There are no arms or 
soot on any heating surface water legs projecting down from 
reduces its efficiency 28 per cent. the crown sheet where more soot 


But the Economy Smokeless could collect. 


Boiler is easily cleaned. It can Operation and care of the Econ- 
be kept at maximum efficiency omy Smokeless Boiler is a simple 


without trouble. matter. It does not require ex- 
perienced firemen, 





Practically every 
square inch of sur- 
face in the Economy 
can be reached with 
a flue brush through 
the large clean-out 
doors in the front. 

There are no deep 


corrugations or pock- 
ets in which soot can 


nor special grades of 
fuel. At all times it 
is both “economy” 


and “smokeless.” 


And the International 
Guaranteed Radiation 
loads take the last bit 
of guess work out of 
boiler selection. 











Congress Cigar Bidg., 
Philadelphia. Heated by 
twe No. 210-S-47 Econ- 
omy Smokeless Boilers. 
Harry F. Murphy Co., 

.» heating contractors; 














struction Co., architects 
and general contractors. 










Catalog 1751-D, giving 
all details, will be sent 
to any dealer or engi- 
neer on request. 


INTERNATIONAL 
HEATER COMPANY 
Utica, N. Y. 


Cleveland Chicago 
Detroit Nashua, N.H. 
New York City 
Philadelphia 


Canadian Distributor, Heating Sup- 
plies, Limited, 902 Home St., 
Winnipeg, Manitoba 


Ficonomyr 
SMOKELESS BOILERS 
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More—and better—fittings 






a 








These superiorities of 
K-V Galvanized Fittings 
will help you do better and 
more profitable work 

=| 7 . 
Galvanizing — 
heavier and more uniform 
Weight— 


balanced for strength and 
economy 


Threading — 
accurately tapped and 
perfectly threaded 


Chamfer— 


generous and uniform 


Metal— 


strong and truly 
malleable 


Deliveries— 


convenient and prompt 











KENNEDY 


to the pound 









Deduct 5 percent from these weights for bieck Mttings. 


+ 


Note these weights 
of Kennedy Galvanized 
Malleable [ron Fittings 


HALF-INCH Kennedy elbow, for example, weighs 4 
ounces, and a one-inch elbow weighs a trifle over half a 
pound—weights that indicate good, sturdy fittings, yet without 
unnecessary metal. 


You will find the same proper balance of weight for strength 
and economy in every other size and type of Kennedy Fittings. 
It was a 2-year job to develop an accurately balanced design 
for each item in the big Kennedy line of fittings —it took the 
concentrated effort of an organization with half a century of ex- 
perience in meeting the standards of the plumbing and pipe 
fitting trade, and has required the development of a 15-acre 
plant devoted exclusively to the manufacture of Kennedy 
Malleable Iron Fittings. 


Along with this development of manufacturing standards 
that assure sturdy, attractive, easily installed and reliable 
fittings, there has also been developed a distributing system 
that places Kennedy Fittings in your hands as quickly and as 
often as you need them. Your jobber’s supply is backed up by 
large stocks at our own warehouses in New York, Boston, Chi- 
cago and San Francisco which are constantly replenished from 
Elmira. 


Specify Kennedy Fittings on your next order. And before 
you forget it, send for the FREE Kennedy Estimator. Esti- 
mated profits are actual profits if you figure with the Kennedy 
Estimator—and then follow through by using Kennedy Fittings. 


THE KENNEDY VALVE 
Mra. Co. E.mura, NY. 


Branch Offices and Warehouses: 


NEW YORK: 128-132 White St. SAN FRANCISCO: 448-450 Tenth St. 
BOSTON: 47 India St. CHICAGO: 228N. Jefferson St. 


Sales Offices: 


Philadelphia, Cleveland, Miami, Kansas City, Mo., 
Los Angeles, Seattle, Salt Lake City, El Paso. 
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behind them so much that is not according to the best 
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Fig. 34.—The plans show that D is a vent stack, Fig. 34 Fig. 35 


whereas here it is used as a waste stack, and another line 
added for the vent, and instead a vent line running par- STARTS CONSTRUCTION OF NEW BUILDING 
allel with stack A is substituted. Outside of this variation 
from the plans, the elevation is O.K. 

Fig. 35.—This also is one of the good drawings. The 
chief point for criticism is that the extension of stack 
D below the point X, accomplishes no good, and it would 
be considerably less expensive to run this line as in 
Fig. 33. 

This problem was given out for the purpose of giving 


The Frank Wiggins Trade School, of Los Angeles, Calif., 
an eleven-story structure, and the only height-limit school 
in the country, began construction with appropriate cere- 
monies arranged by the board of education on August 14. 
It is to be built of reinforced concrete and will offer full 
training in a variety of trades ranging from bricklaying 
to plumbing. Shop equipment of the latest type is to be 


installed. 
instruction in the reading of plans, and we believe it to a iabiintianiaitaaa plains 
have accomplished much. It is a fact worthy of attention, The Oklahoma P sehiie Co., of Enid, Okla., has been 
that we have probably never handled a batch of these awarded the $12,000 heating and plumbing contracts on 
drawings containing so few errors in plumbing practice, the $100,000 addition to the Enid General hospital, that 


and the Class is surely to be congratulated in having left city, with a bid of $12,000. 


Vapor or Vacuum 


O sensitive is this Regulator that May be used on vapor, or up to the 15 Ibs. 


‘ pressure. 
, - (eee guy oe mw The Type D-10” Metaphram Regulator is fur- 





ounces of pressure, vapor or vacuum. nished as standard equipment on all the bet- 
ter vapor systems. 

me PT ETAPHRAM = This is only one of the complete line of Meta- 

DAMPER REGULATOR _ Pbram Damper Regulators. 


Send for circular if your dealer doesn’t supply, 


Has 10” Metaphram diaphragms that last the 


life of the boiler. Self collapsing diaphragms NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 


The A-Jacks People (A-Jacks for high pressure) 







make it ideal for vapor systems. 





















There is a Metaphram 
for every purpose. 


HOA 
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nduringly sanitary is the new Hajoca all white ‘‘Albany’ 
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The installation of the ‘‘Albany’’ assures perfect mechan 
Ter-) Me) olae-Lelepeme-belemmabterttel-laa Mm alla tlaus. sia mme) ME aaaullatelant 
polishing exposed nickel plated parts on the top of the slab 

The ‘‘Albany”’ is the last word in cleanliness. A glance wil 
show you these commendable features. We shall be glad to 
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HAJOCA PI MBING GOODS 
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Mention Domestic ENGINEERING when writing advertisers. 
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Practical Problems—No.6 | 
$3 paid for acceptable ideas 

















Holds Pipes in Partitions 


HEN pipes are set in partitions, they should be 
W oracea in some manner in order to prevent vibra- 
tion. Ospecially is this true when they run vertically 
from floor to floor. When pipes are set in this fashion 
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Fig. 1— 


it means that there is about 10 ft. of unbraced pipe (gen- 
erally of small cross-section) in the partition, free to 
vibrate under the shocks of traffic or machinery. 

Here is a way to hold the pipes firmly. Simply set a 
small piece of board against the pipe as shown in Fig. 1. 
This board should be nailed between the partition studs 








and should bear tightly against the pipes so that it holds 
them like they would be held in a vise. Where the pipes 
are of different diameters they may be blocked as shown 


in Fig. 2.—From W. §., San Francisco. 


Selling Chicago’s North Shore 


(Continued from Page 21) 
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and lavatories. Every thought was used to make this 
shop as convenient as possible, and to minimize the time 
heeessary to complete a job. Bins are provided for every 
kind of fitting. 

Mr. Flader has evolved his own method of bookkeep- 
ing, and has found it very satisfactory in handling his ac- 


TRIPLEX 


Shower and Tub Fixture 


(Several Patents Pending) 









































A complete line of this popular 
fixture shown in our supple- 
ment catalog. 


Ask your jobber or write for copy. 


MANUFACTURED BY 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U.S. A. 











(Continued on Page 56) 
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VECTO SALES 
are reaching new heights 


A NEW SOURCE OF PROFIT has been opened 
up for heating contractors. Ideal Vecto Heaters are 
revolutionizing the business of thousands of heating 
shops. 

And the reason for this great change—the reason 
why Vecto has become so popular—is that every 
sale means a real profit with very small labor ex- . SMivM 2 COMPANY 
pense, eS EE 

Last Fall we sold every Vecto Heater we could TH le! 
make. This Spring and Summer saw Vecto sales 
go higher and higher. That is why it will pay you 
now to plan for your Fall Vecto business. 






























We'll help you 
make Vecto sales 
soar even higher 








SPRING 
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business that is sure to come? 























NO MATTER how rushed your journey- 
men are with regular Fall work, you need 
not pass up a single Vecto order. For Vecto 
installation requires no more attention and 
work than an ordinary stove. 


Our direct mail servite.will helpey. > oad a ; 
cash in on the flood of SS oo # 
ItSwill Bring more oe 
ehop by ‘establishing you iN A cto bd 
Pp ‘in’ your community; And if doesn't 
Cost you One penny, 


All you have to do— 


1. Send us your Vecto 
prospects’ names and 
addresses.We willsend 
each one a series of 
forceful illustrated let- 
ters and booklets con- 
taining the Vecto story. 
And we will refer each 
prospect to you asour 4. Keep one Vectoin your 
authorized distributor. shop for demonstration 

purposes. 











serviceand direct people 
to your shop as Vecto 
headquarters. 


3. Install the attractive 
Vecto display (which 
we will send you) in 
your window. 


2. Do some local advertis- 
ing in your newspaper, 5. Offer Vecto on the Par- 


at your fair or with local 
exhibits. This will tie-up 
with our direct-by-mail 


tial Payment Plan—for 
that’s the way people 
like to buy. 














The coupon below will bring you full information. 


AMERICAN RADIATOR COMPANY / 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, 
Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, 
Chicago, Mil kee, Ind lis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 
Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products 
for heating, ventilating and refrigeration. 








AMERICAN RADIATOR COMPANY 


Direct Mail Advertising Dept. 101 

1807 Elmwood Ave., Buffalo, N. Y. 

GENTLEMEN: Please send me complete information on 
your new Sales Building Plan for Vecto. 








Name—— —_ — —_—_ 
pO sideanlidinintnia — 


— State-——————_ — -— 


City. 
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He also has his own forms for keeping track of 
time and materials, letting his journeymen fill out their 
own time tickets. If any complaint is made as to the cost 
has duplicate tickets in the office to show 
On small 


counts 


of any job, he 
exactly the amount of time spent on that job. 
jobs he never itemizes bills, unless requested, as he finds 
that people feel it necessary, and it is a waste 
of time But if the customer requests an itemized 
account, it minutest detail, on ac 
count of the accuracy of his bookkeeping system. 

Mr. Flader does not overlook the small 


very few 
to do so 
can be given in the 
items in mer- 
chandising. His windows have a small shelf about one 
foot the inside, just at the level of the bottom 
front of the bathroom 


displays, he exhibits faucets, shower nozzles, 


wide on 
of the glass On these shelves, in 
mixing valves 
and other accessories, making them as attractive as pos- 
showing only which have some im- 
to the public. His 
which she ought to 
bathroom attractive. 


sible, and those 
show a 
make 


sales 


is to 
have to 
her kitchen or Many 
are made over the counter by this method of display. 


mediate interest idea 


housewife something 


more 


Fred Flader is known all over his part of the town in 
which he lives. He is a member of the North End Men’s 
tusiness Club, and is active in its affairs. His friends 


like 


will in 


He has built up a strong feel- 
last and has turned 
and cents. That 


and neighbors him 


ing of good these six years, 


this good will into dollars is the secret 


of good mixing 
light 


many 


and sunny—he has a pleasing per- 
sonality—he friends—he has a reputation for 
honesty and straight-forwardness in his community—but 
above all, Fred Flader is a good plumber. 

Why shouldn't a 


stances’ 


His shop is 


has 


man make money under such circum- 


New York Office: 
30 East 42nd Street 


September 18, | 926 


NEW EVENING COURSE IN HEATING 

The success last year of the special evening course in 
heating and ventilating given by New York University 
has prompted the University authorities again to o'fer 
the course, H. G. Tyler, director of evening engineering 
courses announces. The study is especially planned for 
men employed in the of heating and ventilating 
engineers, contractors and manufacturers of heating and 
ventilating radiators and accessories, the only requi: 
ment being an ordinary elementary school education 

The course consists of lectures and recitations of cle- 
mentary mathematics, chemistry, heat, drawing and four 
distinct subjects in heating and ventilating. These four 
cover the description of heating apparatus, heat and ther 
used in heating and ventilating work, 
the design of heating and ventilating installations, and 
estimating. Registration may be made any evening dur 
ing the week of September 20 at Room 1002, 32 Waverly 
place, New York City. 


offices 


modynamics as 





E. Hokom, secretary of the Heating and Piping Con 
tractor’s Association, Los Angeles, Calif., accompanied by 
his family, spent the last week in August and the first 
week in September vacationing at Deep Springs, Calif. 

A 4-story science building will be built late this fall 
at Randolph street and Cleveland avenue, St. Paul, Minn., 
for the St. Catherine’s college, to cost $250,000. H. A 
Sullwold, 107 East Third street, St. Paul, is the architect 
and W. K. Robertson, 4321 Fremont avenue South, Min 
neapolis, is the mechanical engineer. 

The A. J. Cherne Plumbing & Heating Co., Eveleth, 
Minn., has been awarded plumbing and heating contracts 
on the addition to the high school in that city, 
bid of $61,899. 


with a 


You Wouldn't Put a 
1 Cent Stamp on a 
2 Cent Letter 


Of course not 
A 1 cent stamp will only do a 1 cent job 
You know the figures on the face of the stamp 


mean just what they say 

When you have a man-size heating job to be 
: done, you choose a man-size boiler to do it. 
Then it's mighty important to know tha’ botler 
ratings mean what they say. 

When you need just so many square iret of 
steam or hot water ra/liation, you'll find a 
Burpham rated to give it with certainty 

You wont have to worry about any marg'’o 
of safety above that rating 

It's all figured tn 

Burnham ratings are as genuine as tne price 
figures on a postage stamp 

ey're taken under absolutely vormal serv 

ice conditions, and then lean tuward the co’.- 
servative side. 

Ask us to prove it. 





° Representatives In Al! 
Principal Cities of the U. 5 
and Canada 


Irvington, New York 














MARKETS 


BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


The past week has witnessed the same continued activity 
that has marked the end of summer and the approach of 
the fall period. Although reports indicate that there is 
a slight downward trend in construction there remains a 
large amount of work still to be done on unfinished con- 
tracts that in itself is sufficient to keep contractors 
quite busy. Besides this finishing work, contractors 
in the Chicago district are still figuring considerable 
new work, which, according to indications, will occupy 
their time for a lengthy period. There has been no inter- 
ruption in the continuous employment of labor at wage 
rates which, save for the brief war period, are generally 
at their maximum and in some lines are not subject even 
to that exception. During the first eight months of 1926 
there was $1,056,548,800 worth of new construction 
started in the Central West, compared with $971,636,700 
during the corresponding period of 1925, the increase 
being 9 per cent. 

Plumbing and heating in this territory are moving at a 
fairly brisk pace. Jobbers are depending on manufactur- 
ers to carry their stocks and are buying mainly in small- 
sized lots marked for immediate shipment. Makers can 
give satisfactory deliveries in nearly all commodities, in- 
dicating that their stocks on hand are adequate. Prices 
were unchanged during the week and, in the main, firm. 
Slight differences were reported, however, in quotations 
on tubular brass goods. Range boiler prices are still un- 
settled, but no new prices have been announced. 


In a recent issue of The Journal of Political Economy, 
J. Lawrence. Laughlin, emeritus of political 
economy at the University of Chicago, lists nine reasons 
for believing that business will continue to be good. These 
reasons are: 1.— little or no speculation 
in carrying goods for a rise. 2 Low 
3.—Fair, average harvests. 4.—The 
railroad cars loaded in our history. 5. 
cases nearing capacity. 6.—An enormous increase in bank 
clearings, which goes with increasing production and 
greater exchange of goods. 7.—Lower taxes. 8&.—The 
funding of European economic 


professor 


Low inventories 
rates of interest. 
greatest number of 
Production in some 


debts. 9.—Increasing 
activity and purchasing power in Europe. 
Soil Pipe 
There has been no change in the soil pipe market during 
the week. A fair tonnage is moving, which is in keeping 
with the season. Demands on foundries are, for the most 
part, for assorted single car load lots, while local foundry 
warehouses are doing an active pick-up business. Mill 
shipments are being made within a period of about 10 
days, which is considered satisfactory, and mills are still 
working on a curtailed production schedule. Jobbers con- 
tinue to hold their stocks at low levels and are ordering 
only as demands indicate. Prices are firm and unchanged. 
Steel Pipe 
The demand for steel pipe continues at a healthy rate, 
although, according to a number of reports, there is a 
slight falling off in requests for this commodity. Mills, 
however, continue to operate at a brisk rate in order to 
keep abreast of distributor’s demands which are quite 





USINESS in general has been healthy through- 

out the year and is entering the fourth pe- 
riod under very satisfactory conditions and with the 
majority of business men looking toward the last 
quarter optimistically. 

August construction contracts in the 37 States east 
of the Rocky Mountains amounted to $600,808,000, 
according to F. W. Dodge Corporation. This was 
the second largest monthly total ever recorded for 
these states, which include about 91 per cent of the 
total construction volume of the country. Last 
month’s record was nearly 2 per cent under that 
of August, 1925, the only month that ever exceeded it. 
The increase over July was 18 per cent. 

Demand for the greater number of commodities 
in the plumbing and heating fields is well sustained. 
Contractors are busy mainly on finishing work and 





CONSTRUCTION MAINTAINS GOOD LEVEL 


rush orders for this material, along with a moderate 
demand for roughing-in goods, total 4 healthy vol- 
ume. In keeping with the season, shipments of boilers 
and radiators are holding up well. The Department 
of. Commerce reports shipments of round boilers in 
thousands of pounds for July, 1926, as 20,882, as 
compared with 20,017 for July, 1925; square boilers, 
23,991 against 21,350. In the same report, shipments 
in thousands of square feet of heating surface of 
radiators for July were 14,983 as compared with 
13,858 for the same month last year. 

Wholesalers are keeping their stocks of most com- 
modities only large enough to take care of immediate 
needs and reports of covering in any lines are rare. 
Manufacturers’ stocks in most items are adequate 
and they are able to give prompt deliveries. No 
new ptices were announced during the week. 
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Your United Jobber will advise you 
to concentrate on one complete line 


HERE are other attractively designed brass goods 
besides United. There are others that are mechan- 
ically well made. But there are few others that combine 
these qualities with the completeness you find in United. 


United Jobbers will tell you that one reason they are 
concentrating on the Red Metal Line is because it fills 


eo | every need of their Brass Plumbing Goods Departments. 

CatalogF and 

ae hy -s aa re. Concealed bath and shower fixtures, staple brass plumb- 

ind we'll tell you ing goods, water works brass goods—-every standard 

also the name of ° . . . ° . ° 
potters | item is found in a typical United design—in bronze 
| eae ae grade metal of enduring quality. 


UNITED-OBERNDORF CORPORATION 


3844-3862 Hamilton Avenue Cleveland, Ohio 
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numerous and call for immediate shipment. Reports of 
forward buying are scarce. Prices are unchanged and the 
market is steady. 
Wrought Iron Pipe 

The demand for wrought iron pipe continues undimin- 
ished. Distributor’s stocks, while not large, are at a good 
working levels, and wholesalers are pipe as 
needed. Mills are operating at a brisk rate and mill stocks 
are in good shape. Deliveries are prompt and prices are 
firm and unchanged. 

Enameled Ware 

With construction now in the finishing state the demand 
for enameled ware has held to a high level during the 
week and both makers and distributors are steadily busy 
keeping contractors supplied with material. Wholesalers 
are carrying light stocks and are buying as needs indicate. 
Makers’ stocks, on the other hand, are in good shape and 
they are able to give prompt delivery on orders for rush 
shipment. The market is steady and prices are unchanged. 

Pottery 

A number of wholesalers report fairly 
while others indicate that their stocks 
enough to carry them along without causing any embar- 
rassment. Staple goods are moving at a fairly brisk pace 
and along with a fair demand for specials, the total ship- 
ments run into a good volume. Makers are well stocked 
in staples and, in general, are able to meet satisfactorily 
jobbers’ requests for rush un- 
changed. 


ordering 


heavy stocks 


are just large 


shipments. Prices are 
Range Boilers 

The range boiler market continues in an unsettled state, 
with the different makers quoting various prices. During 
the past week, however, there were no new prices an- 
nounced. Contractors are using a fairly good number of 
range boilers and, as jobbers are keeping their stocks at 
low levels, they are calling on makers for immediate ship- 
ment of small-sized orders, which fair volume. 
Manufacturers’ stocks are in good shape and they can 
give prompt deliveries. 

Plumbers’ Brass Goods 

There is a well sustained demand for tubular and cast 
brass goods in this territory. Orders placed by whole- 
salers, while not particularly are numerous and 
total a good volume. Manufacturers’ stocks are in good 
shape and prompt shipment is the rule on jobbers’ re- 
quests for rush delivery. Cast goods prices are firm and 
unchanged while slight differences are reported on some 
tubular items, 


total a 


large, 


Boilers and Radiators 
The turnover of boilers and radiators un- 
diminished and makers report a healthy number of fresh 
orders. Manufacturers have sufficient stocks of both 
boilers and radiators, although some reports indicate a 
slight delay in shipments of some sizes of radiation. 
Prices are firm and unchanged. 


NEW YORK 


Notwithstanding the fact that the Metropolitan territory 
is reported to be experiencing a slight slump in building 
there is still a vast amount of construction yet to be com- 
pleted and ground is being broken for new projects every 
day. A representative of a large heating contractor states 
that his organization lacks fifty steamfitters and as a con- 
sequence is forced to pass up many lucrative jobs. This 
informant further states that contracts for installations in 
the hands of his firm will carry well into next year. 

A factor in the building program of this territory which 


continues 
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is developing both in numbers and money value is that of 


co-operative apartment construction Projects of this 


character already represent many millions of dollars in 
investments, whole sections such as Jackson Heights, Long 
Island, being devoted to tenant ownership and many fine 
Fifth Avenue and Park Avenue hgmes being demolished 
to make for huge buildings where in numerous in 
stances the former owner of the property now has his own 
The 
called ‘‘taxpayers,”’ is another phase of 
which is of no little Many 


heating contractors specialize in figuring plans 


way 


apartment construction of small buildings, com- 


monly building 


importance plumbing and 
embracing 


operations of this latter type. 


Business on the whole throughout the plumbing and 
heating industry in Greater New York during the week 
was markedly quiet, due largely to the “act that a large 


percentage of the wholesale houses were closed because of 


Labor Day and the subsequent Jewish holidays. Prices on 


the major commodities experienced no change and for the 


most part a continuance of firmness was shown 
Soil Pipe 
Tonnage moving from soil pipe foundries is on com 
paratively small immediate shipment orders. These make 
for a fairly good total Manufacturers’ stocks are for the 


most part good and well assorted while those of the whole 


salers are light and in Prices 


unchanged 


many cases not complete 


are and continue firm. Deliveries are satis 


factory. 
Steel Pipe 
Small quantity buying continues on the part of the ma 
houses serving the 


that the 


jority of purchasers for wholesale 


Metropolitan area. It naturally follows volume 
of steel pipe moving, which totals fair, is comprised of nu 
merous rush shipment orders. The general firm, steady 
price tendency continues in this commodity. This applies 
to makers and distributors alike. Deliveries are satisfac 
tory. 
Wrought Tron Pipe 

Makers have to some extent bettered delivery services but 
The 
majority of orders reaching the mills from wholesalers are 


This is best set forth in the statement 


shipments on assorted car orders are still extended 


for fill-in purposes. 
of one mill representative who asserted that many whole 
salers who ordinarily order three carloads of wrought iron 
pipe at a time now order but one Prices are firm and 
unchanged 
Enameled Ware 

Reports indicate that demand is well sustained through 

out the territory supplied by New York 


tractors are maintaining a.steady call for ware 


Plumbing 
Whole 
, as the orders for 


con 


salers are experiencing quick turnover 
warded by 
large but are quite frequent. 


them to manufacturers are not particularly 


Deliveries are being made 


promptly. Prices have not changed and remain firm 
Pottery 
Active distribution of this commodity continues Pot 
ters on the whole have substantial stocks in their ware 


houses; consequently, deliveries are being maintained sat 
isfactorily. Wholesalers are placing much dependence on 
this 
the main comparatively small and for immediate ship 


the 


condition as orders reaching manufacturers are in 


No price changes were issued during week, 
Plumbers’ Brass Goods 

Demand for brass products remains at an 
stantial tenor over last week’s report. This is 
to both cast and tubular goods. Unfilled 
types continue to edge off and a fair volume of immediate 
delivery orders is being forwarded to manufacturers as 
Stock 


ment, 
even, sub 
applicable 


orders for both 


well as a fair amount of last quarter commitment 
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S. 8. Fretz, Jr., & Co. 


23rd St. and Sedgley Ave. 
Philadelphia 
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Thos. Devlin Mfg. Co. 


Owned by &. &. Fretz, Jr., @ Co. 


23rd St. and Sedgley Ave. 
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of wholesalers for the most part are adequate but by no 
means heavy. Deliveries generally are satisfactory. Price 
differences, while not alarmingly large, have been shown 
on both cast and tubular brass goods. 
Range Boilers 
Practically no change has been effected in the range 
boiler field during the past week. Several makers have 
sheets out that are on a par while other makers are not 
seeking business at the prevailing low level. Stocks in the 
hands of wholesalers as a rule are not heavy but retail 
consumption accounts for a fair movement of range boil 
ers from the well stocked warehouses of manufacturers. 
Boilers and Radiators 
Prices are firm and 
uninterruptedly good 
a good deal of dependence on this condition to care for 
any urgent needs that arise 
the seasonal rush of orders 


PHILADELPHIA 


Business is proceeding into the autumn months in practi- 


unchanged Delivery service is 


and many wholesalers are placing 


Manufacturers are busy with 


cally as good a condition as is usual in the Philadelphia 
district. While Fall has not yet gotten under 
way to a large extent, contemplated construction will be 


building 


at least fair, judging by permits issued for apartment 
house building, and work 
the larger type of office and loft structures. 

Demand for the major number of products used in the 
plumbing and heating fields can be called neither 
sive nor light, with the greater number of contractors en- 
joying a fairly healthy business. Manufacturers’ prices in 
general are firm, although there are a few lines in which 
weakness is Wholesalers not making the 
margin of profit at the time that they were en- 
joying a year ago, but few conspicuous examples of cutting 
noted. Wholesale large 
enuvugh to take rule, as 
prompt delivery can be had on practically all items. 

Judging by reports of manufacturers’ salesmen, the 
southern part of the territory is at present enjoying better 
business than the northern and western portions. 

Soil Pipe 
pipe are still the exception rather 
than the rule, but the demand upon the jobber is large 
enough to make the total shipments of pipe into the 
market assume good Prices generally 
holding firm. Most foundries are able to ship practically 
all sizes quickly enough to satisfy buyers 


now on architects’ boards for 


exces- 


shown are 


present 
are stocks being kept 


are only 


care of immediate needs as a 


Large sales of soil 


proportions. are 


Steel Pipe 

Satisfactory conditions continue. One mill reports orders 
being placed for future delivery, but early delivery orders 
form the great bulk of the steel pipe sold. Deliveries are 
being maintained satisfactorily. 

Wrought Iron Pipe 

While shipments into this territory so far in September 
have not quite kept pace with August’s level, manufac- 
turers report satisfaction with the demand. Heavy demand 


from other points is keeping the mills busy, and ship- 
ments are still being slightly deferred. Prices have not 
changed. 
Enameled Ware 

The gross volume of enameled ware being taken out of 
wholesalers’ stocks by master plumbers is large, keeping 
these stocks at a point where they constantly need re- 
plenishing, especially in view of the fact that jobbers as a 
rule have built their inventories to a high level. 
Makers still find an unusually large part of their business 


not 
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Prices are 
Deliveries continue to be prompt on most 


coming from pick-ups from their warehouses. 
steadily firm. 
items. 
Pottery 

The demand for the better grade ware is accounting for 
a large proportion of the business being done by potters, 
with considerable call for specials being reported. Large 
sales of porcelain ware have caused a slowing up of de- 
liveries from one large pottery, which, however, can still 
ship vitreous china staples without delay. Prices apparently 
have firmed at the level recently established, this firm- 
ness aiding demand for the combinations included in this 
price increase. 

Range Boilers 

Unsettled conditions still in this commodity, 
with various prices being asked by manufacturers, and 
sales, even at the lowest figures, are not particularly large. 
are reported to be meeting these 
De- 


prevail 


manufacturers 
prices only in order to protect their best customers. 


Some 


liveries are satisfactory. 
Plumbers’ Brass Goods 

A catalog supplement brought out during the week by 
one large tubular maker which shows additions to his 
line has made no change in the price situation. Tubular 
prices generally are low, with keen competition between 
makers reported, Cast brass manufacturers are apparently 
Demand for both cast and 
September. Deliveries 


holding prices more firmly. 
tubular normal for 
are being made in excellent time. 


products is 


Boilers and Radiators 
Activity is pronounced, with jobbers withdrawing a 
great deal of boilers and radiation from manufacturers in 
order to take care of current demand from the steamfitting 
trade. Boilers can be shipped promptly, but some reports 
of delay in shipments of some types of radiation are re- 


ceived. Prices are firm. 


NEW ENGLAND 


There has been no marked change in conditions in this 
market during the week. A steady business of good vol- 
ume is being done and as in the past, in small lots. There 
is a natural falling off in new construction at this time 
but there has been an increase in jobbing and remodeling 
work and there is good activity for this season, The busy 
mati in this line is the heating contractor and there is a 
brisk and steady absorption of materials. 

Buying continues to be of the filling in nature, as a rule, 
with some few exceptions where jobbers are placing con- 
tracts for from 3 to 4 months’ estimated requirements, to 
be shipped as called for. In the case of the plumbing and 
heating contractor, buying is mostly for actual needs with 
little anticipation of future requirements. As there is no 
difficulty in securing material promptly when needed, 
there is no incentive to buy for a carry; and the policy of 
buying frequently and in small lots appears to be one that 
will be continued. Manufacturers as a whole state that 
they are satisfied with conditions. 

A tightening up of credits is taking place and the slow 
payer is being watched closely. Although jobbers’ sales 
continue to be many and small, it is stated that the total 
tonnage moved compares favorably with that of 1925 and 
with a steadiness in the price situation, a better margin of 
profit is in sight. Taken as a whole, both jobber and 
manufacturer appear to be satisfied with present condi 
tions since with a firm, steady market and good activity, 
business is running along smoothly and with a steadiness 
that makes the total tonnage of goods absorbed surprising 
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when figures are studied. All commodities are steady at 
present with a weakness so far as can be learned, only in 
the range boiler market. 
Soil Pipe 
Prices are still steady and unchanged. A good but not 
heavy movement is taking place as jobbers are filling up 
low spots in their stocks by frequent small shipments from 
the foundry. Although not heavy, business is good as 
a whole with jobbers, and is being taken care of promptly 
with stocks at a minimum level. Foundries report that 
there are few large orders on the books, but that jobbers’ 
day to day releases keep them busy under the curtailed 
production output. 
Steel Pipe 
Prices are still unchanged and are steady at old levels. 
Business is said to be very good, with a steady demand on 
jobbers’ stocks that in turn makes a demand on that of the 
mill. Up to the present time, mills have been working 
at capacity to keep abreast of jobbers’ demands and job- 
bers in turn have been releasing in more frequent and 
larger lots in order to take care of the steady business. 
Wrought Tron Pipe 
No change in either price or delivery. Demand on the 
jobber holds up well and the total movement is said to be 
equal to if not ahead of that of last year. Jobbers are 
still operating on low stocks but are able to keep these at 
safe working levels by releases from mills as occasion 
requires. Mills apparently have good stocks assembled 
and are shipping as soon as jobbers indicate their needs. 
Knameled Ware 
Prices are steady and without change. There is a firm- 
ness in jobbers’ prices that has been lacking for several 
months and confidence in the price situation is evident. 
Jobbers are turning over stocks frequently, but their or- 
ders to the manufacturer are only for near by needs. The 
policy of buying only for a small safety stock is being 
followed in this commodity as in several others. Manu- 
facturers are apparently well supplied with this com- 
modity and factory shipments are being taken care of 
promptly. 
Pottery 
There is a fair but not brisk activity in this line with 
practically no new buying by jobbers. A large volume of 
business is said to have been booked at prices previous to 
the recent advance and this is being drawn as needed. 
Jobbers are holding stocks at good but not heavy levels, 
and are having no difficulty in getting prompt shipments 
from makers. There has been a good movement recently 
of specials as the completion stage of building has been 
reached. Jobbers’ prices are holding at firm and steady 
levels, 


Plumbers’ Brass Goods 
Prices are steady with few changes reported. What 
changes have been made are more in the nature of adjust- 
ments in some of the staples most of which are shown in 
new price sheets at slightly higher prices. Manufacturers 
state that most of the buying by jobbers is small lot orders 
although some good business is said to have been placed 
recently by jobbers to take care of requirements for the 
next three months. There is a good sale of cast goods 
with that of tubular products slightly behind in this mar- 
ket. Supply and demand are well balanced and ample ma- 
terial appars to be in sight when wanted. 
Range Boilers 
Variations in manufacturers’ quotations are still evi- 
dent. Little interest is shown in this commodity by either 
jobber or his trade and buying is still only as require- 
ments of stock indicate the need of replacements. 
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Boilers and Radiators 
Manufacturers have prepared stocks for the present and 
future assured activity. Both new as well as old orders 
are in demand and a heavy future shipment is in sight, ac- 
cording to manufacturers whose books are well filled. 
Prices are steady and firm 


PACIFIC COAST 


General conditions along the Coast show very little 
changes and business continues from fair to good accord- 
ing to locality. The prospects for the balance of the year 
are encouraging and while it is not expected that business 
will show any great increase over previous months of the 
year the expectation is that it will at least equal if not 
exceed any previous quarter of this year. Prices to the 
trade generally are holding firm although varying in the 
different jobbing centers due to local conditions. 

Soil Pipe 

Buying continues in small lots for immediate require 
ments only, although the total tonnage being moved at 
present is well up to normal for this period of the year. 
Coast jobbers, on account of distance from sources of sup- 
ply on this commodity, are forced to anticipate require- 
ments sixty to ninety days in advance and, consequently, 
have fairly well assorted stocks on hand and en route from 
foundries at present. Prices to the trade remain un- 
changed and are holding firm. 

Steel Pipe 

There is little change noticeable in the demand for this 
commodity and none is anticipated in the near future. 
Distributors have well assorted stocks and prices generally 
are holding firm, although there was a slight reduction 
on some sizes by Southern California jobbers during the 
week. 

Enameled Ware 

The demand for enameled ware continues fairly active 
and jobbers have no difficulty in filling orders from their 
stocks or obtaining prompt deliveries from either Coast 
factories or manufacturers’ warehouses. Jobbers’ prices 
to the trade remain unchanged. 

Pottery 

There is no apparent change in the demand for this 
commodity which remains fairly active. Prices still vary 
considerably in the different jobbing centers, ware being 
sold at practically replacement costs in some centers and 
higher in others. 

Plumbers’ Brass Goods 

There continues a well sustained demand for plumbers’ 
brass goods which shows very little indication of changing 
in the near future. Distributors generally have well as- 
sorted stocks and prompt deliveries can be obtained from 
all manufacturing sources. Prices vary in the different 
jobbing centers and are as a rule holding firm. 

Range Boilers 

This product shows no change in demand. Sales are 
mostly in small lots for replacement work and price ap- 
pears to be no inducement for the trade to stock up on this 


commodity. 

Bids for the plumbing and heating on the Park City 
high school, Park City, Itah, were opened recently. Out 
of a list of twelve bidders, Parley Larson of Provo, Utah, 
was low with a bid of $30,000. 


The plumbing contract on the new Nurses’ home at the 
Greenfield (Mass.) hospital has been awarded George V. 
Corsiglia, ef Greenfield. The heating contract was secured 
by James B. Kennedy, also of Greenfield, Mass. 
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The Metal Market 


Average Average Average 
Sept.13 July, 1926 May,1926 19256 
riG IRON 
No 2 fo indry, (hicag: 
furnace $21.90 $21.00 $21.65 $22.00 
PLATES AND SHEETS 
Steel boller plates, 
Pittsburgh, per 1.90e¢ 1.90¢ 1.90¢ 1.95c¢ 
Blue anne d heets 
Pittsburgh, per Ib 2.304 2.30¢ 2.45¢ 2.45c 
Black sheets Pitts 
burgh per lt ,.10« 3.10« 1.20¢ 3.30c¢ 
Galvanized sheets 
Pittsburg! per Ib 4.25¢c 4.20% 4.65e¢ 4.450 
TIN 
Straits tin 69 %« 
COPPER 
Prime Lake, f. o. b. re- 
finery 14.50c 
Electro, ds vered 14.25¢c 
LEAD— 
Chicago 8.75¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per ib Per lib 
Aluminum clippings...16 ec Copper, light 10%c 
Bloek tin : 40 «Cc Copper, uncrucibled 
Brass, light 6%e Se. . wiswas aaa 10%ec 
Brass, heavy mixed 7%c Faucets and ilves 7%c 
Brass, red 84%4c Lead, heavy . 7.956 
Copper, crucible ll ec Solder joints eeenee BOO 
NOTE Prices are those quoted on Monday of this week. 


New Business “Ventures 


The Bradley-Hutt Plumbing & Heating Co., Inc., Lynn, 
Mass., has been incorporated with a capital of $15,000, to 
carry on a heating and plumbing contracting business. 
The incorporators are: John F. Hutt, Swampscott, Mass., 
president; Herbert Bradley, 98 Paradise road, Swampscott, 
treasurer, and Lowell W. Chase, Lynn, secretary. 

John Gallivan Co., Inc., Boston, Mass., has been incorpo- 
rated with capital of $12,000, as heating engineers. The 
officers are: Maurice J. Scott, president; M. C. O’Neill, 
treasurer, and L. Gallivan, secretary. 

The Freeman Plumbing Co., New York City, has been 
organized and incorporated with a capital of $10,000 by M. 
and R. Neistein to establish and conduct a general plumb- 
ing business. 

Samuel Angrove, Inc., Providence, R. I., has been in- 
corporated to deal in oil burning equipment. The incor- 
porators are: Samuel Angrove, George J. Harnik and 
John C. Mahoney, all of Providence. 

Perfect Oil Products Co., Boston, Mass., has been in- 
corporated with a capital of $100,000, to deal in oil burn- 
ing equipment and other products. The incorporators are: 
Archie C. Burnett, George E. Smith and Malcolm 8. Jones. 

Oregon Oil Burner Co., Portland, Ore., has been in- 
corporated with a capital stock of $5,000, to handle oil 
burners, refrigerating, heating and ventilating appliances. 
The members of the new concern are A. E. Wheelock, 
Corbett building, Jesse G. Warrington and C, M. Forseth. 





Joseph Kaplan, plumbing and heating contractor of De- 
troit, Mich., is now in his new location at 110 Lakewood 


boulevard, north. 

McDonough & Hecker, Minneapolis, Minn., plumbing 
and heating contractors, have moved from 353 Loeb Ar- 
cade building to 1028 Hennepin avenue. 
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The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 











Par 1926 
Value High Low Quotations of September 13 * Bid Asked Last 
25 122% 101'4 American Radiator Co., com A 116% 117 lf 
100 «131 127 American Radiator Co., pid A 1238 135 131 
50 51% 4144 Anaconda Copper Mining Co A Wy 49% 1% 
NP 373% 2434 Brunswick-Balke-Collender Co A 35% 364 36% 
NP 41% 2 A.M. Byers Co., com A&F 37 38 37 
100 102% 98 A.M. Byers Co., pfd A&F 08% 1001, 
100 115 104 Century Electric Co., com G 1b 118 115 
100 110 105 Century Electric Co., pfd. G 105 108 10534 
50 4444 36 Chicago Nipple Mfg. Co., “A” B 4% 4% 44h 
50 30% 26 Chicago Nipple Mfg. Co., ““B” B 2K 0 2914 
2% 494 Crane Company, com .C By 55 54 
100 11734 11334 Crane Company, pfd... ..C 115% 116% 116 
100 85 73 Detroit Brass & Malleable Works . D & 95 8) 
2 33 26 Engle-Picher Lead Co 1 32% 32% 32% 
NP 56 49% Fairbanks, Morse & Co., com A a 8 497% 
100 115 103% Fairbanks, Morse & Co., pfd ...A 110 112 110 
NP 161 130 Johns-Manville, Inc B M43 146 145 
100 86 72 Jones & Laughlin, com F 8 ‘ Se 
100 120 114 Jones & Laughlin, pfd. F 118 120 118 
10 1914 14 Michigan Copper & Brass Co D 17% 18% 18 
100 174%4 138 National Lead Co., com A 158 = 15814 _—«2L58 
100 130 §=©115 National Lead Co., pfd All?) 1184 117 
100 103 99 Ohio Brass Co., pid H 102 102 
NP 795% 74 Ohio Braas Co.,“B” H 74% 75 744 
NP 16% 11% Pacific Steel Boiler Corp B 12% 12% 
100 110 100 Penberthy Injector Co., pfd .D 108 108 
25 27 22 ~=Pierce, B. & P. Mfg. Corp., com. ee 27 2614 
100 102 98 Pierce, B. & P. Mfg. Corp., pfd .U 100 103 | 100% 
NP 2 15 Richmond Radiator Co., com B 17% 28% 1B 
NP 51% 36 Richmond Radiator Co., pfd B 4% 40% 40% 
100 240 224 Scovill Mfg.Co.... U0 27 M2 860% 
5 118 96 Standard San. Mfg. Co., com .F 0 105 101 
100 11644 115 Standard San. Mfg. Co., pfd F 115 are 116 
100 «(52 45 Trenton Potteries Co., com U 45 . 45% 
100 111% 98 Trenton Potteries Co., pfd U 105 113 105 
100 24844 15814 U.S. Cast Iron P. & F. Co., com A 0 Wy 
100 109 100% U. 8, Cast Iron P. & F. Co., pfd. A 105 = 1064-105 
NP 42% 37 _ U.S. Radiator Corp., com .D 37 39 38h4 
100 102 9034 U. 8. Radiator Corp., pid D #9 ~~ 101 9074 
100 «=88'4 580% U.S. Rubber Co., com A 65% 65% 65% 
100 100 101% U.S. Rubber Co., pfd A 106% 107 10614 
100 158% 117 U.S. Steel Corp., com. A 147 147% 147 
100 130% 124% U. S. Steel Corp., pfd.... A 126 .+e- 126% 
NP 23% 15% Walworth Company............ A 16% 16% 16% 
NP 234% 16 Williams Oil-O-Matic Htg. Corp Cm ##B 17% 
NP 10% 7 Wolff Mfg. Corp Cc ™% 8 8 


NP 9544 68 Youngstown Sheet & Tube Co A 88 83% = «88% 
*Where listed—- 
A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D— Detroit Stock Exchange 


FE —Boston Stock Exchange 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 





The officers of the New Jersey State Association of 
Master Plumbers, elected at the convention in Camden 
the latter part of May, are making a splendid record in 
the preparation of official reports. Printed copies of the 
proceedings of the convention have been in the hands of 
the members for several weeks, unusually early for this 
large work. The officers are also almost ready to report 
back to the locals on resolutions, President Walter Grub 
of Newark states. 

The school board of Spokane, Wash., decided at its last 
meeting in August to build a 2-story junior high school, 
to cost approximately $275,000. Julius A. Zittel, archi- 
tect, has been commissioned to draw plans. It will be 
started before the first of the year and is expected to be 
completed for the opening of school in 1927. 

E. Travis, Portland, Ore., has been awarded the plumb- 
ing and heating contracts on the $60,000 apartment house 
being built for L. J. Scott by the firm of Lesher & Deffen- 
baugh. 

The Kates Heating Co., of Orlando, Fla., has been 
awarded the heating contract on the $125,000 wing to 
the Orange County hospital building, in that city. 
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W. H. Driscoll on Window Ventilation | 


N a recent letter, W. H. Driscoll, president of the Amer- 
| ican Society of Heating and Ventilating Engineers, | 

analyzes and sums up the question of window ventila- | 
tion in the following manner: 

At its annual meeting this year the American Society 
of Heating and Ventilating Engineers placed itself on 
record as being strongly opposed to any attempt to tamper 
with the health and comfort of the children by permitting 
the repeal or nullification of existing laws establishing 
standards of ventilation that have been created as the re- 
sult of thought, study and investigation, and that have 
been, in the judgment of the society, a positive influence 
for good. 

“This society is not interested in promoting the sale of 
ventilation equipment of any kind. Its purpose is to ad- 
vance the art and science of ventilation and, if open win- 
dow ventilation can be proved to have the value that is 
claimed for it, it will have our loyal and enthusiastic 
support. We will do more than that——we will make inves- 
tigations and studies of the proposed method, and en- 
deavor by every means within our power to ascertain the 
value of the proposed system. Until, however, we have 
more substantial evidence that the so-called open window 
method of vcntilation has any advantage over the me- 
chanical system with respect to cost of installation, cost 
of operation, or results obtained, it is the duty of the 
members of this society to oppose any modification to 
existing laws on the subject. 

“The open window method of ventilation, subject to the 
vagaries of wind and weather, and so hopelessly beyond 
human control with respect to conditions of temperature, 
humidity and air movement, and having no advantage in 
cost of installation or of operation over the mechanically 
designed system, appears to be a most uncertain experi- 
ment at best. 

“For generations before mechanical ventilation was es- 
tablished, the open window method was condemned Dit- 
terly by school authorities and by the medical profession 
and, now that the problem has been met by the engineers, 
we are expected to believe that the open window which 
failed so signally in the past, has suddenly acquired a 
virtue that it never before possessed and has become a 
cure-all for all of our ills. 

“At the present time the idea is thriving on lack of 
understanding of the methods recommended by its advo- 
cates. It is only the misguided and misinformed indi- 
viduals who are cagerly clutching at a phantom of economy 
that are being influenced to consider the subject seri- 
ously, 

“In this connection Perry West, in the admirable paper 
read by him at the recent annual meeting, clearly points 
out the fallacy of this idea. In addition to a substantial 
increase in the direct radiation surface required, with its 
consequent effect on the size of pipes, risers, valves, labor, 
temperature control, pipe covering, boilers, etc., there must 
be added the cost of furnishing and installing window 
ventilators, as well as the cost of gravity exhaust ducts, 
having an area of not less than eight square feet for each 
room. If you can visualize the complications created by 
this item alone, you can understand the possibility of a 
vastly increased cost, rather than a reduced one 








“Furthermore, the report of the New York State Com- | 


mission on Ventilation, which has been made to form the 

basis of this agitation, advises that the number of chil- | 
dren in a classroom should not exceed 31 to 39, acecord- 
ing to age, a condition which would mean a tremendous | 
additional expense, especially in large cities. The report | 


(Continued on Page 68) 
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paying for 2or3 
nee 


He has a busy shop, and to tell the truth, had 
not given a great deal of attention to his pipe- 
threading costs. 


He did not know he could havea regular machine 
tool pipe threader — with the necessary weight 
and strength to do its work. 

Nor did he know that there was a quality ma- 
chine at a quantity price — made by an estab- 
lished, well-organized plant, to sell at a reason- 
able price. 














“From the stand- 
point of comparison 
with other devices- 
there is none. The 
WILLIE WILLIAMS 
is wonderful. All 
others are now 
obsolete.’’— Garrily 
& Kleeman, Pitts- 
burgh, Pa. 


Noted for its 
quality work, 
its neat jobs, 
the absence of 
waste material 

and its sensi 
ble portability 
The WILLIE 
WILLIAMS 
“moves around 
when you want 
it to.” 





Then a plumber friend of his handed him the WILLIE 
WILLIAMS booklet. It told how the WILLIE WILLIAMS has 
helped plumbers all over the country to thread pipe three 
times faster. It showed how the WILLIE WILLIAMS cuts, 
threads and reams pipes, bolts and nipples in one setting. 

The point is not so much that Hartley ordered a WILLIE 
WILLIAMS. It is that — up to the time the WILLIE arrives 

- he is actually paying for two or three WILLIE WILLIAMS 
machines, as he has been for years! 


A copy of the booklet is yours for the asking. Mail the 
coupon. 


WILLIE @WiILIAMs 


PORTABLE POWER PIPE MACHINE 
WILLIAMS TOOL CORPORATION, Erie, Pa. 


ee ee ee 





FREE OFFER COUPON 


Here’s your “three times quicker” coupon. I want 
to cut my pipe threading costs. Please tell me how. 
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further states that it would be most unfortunate if its 
findings should be interpreted as a plea for the uniform 
rountine application of the system of window ventilation 
and warns its readers that there will be many schools in 
which this method cannot be applied. Where there are 
noises and dirt or odors from the street, or when class- 
rooms are markedly overcrowded, it does not recommend 
window ventilation. 

“It is the misinformation on the subject that is danger 
ous, and if the members of this society will inform them- 
selves fully as to what open window ventilation is they 
will be in a position to refute some of the absurd ideas 
that are being broadcast on the subject. 

“If they will take it upon themselves to see that school 
boards and educators in their communities are fully and 
properly informed as to the conditions essential to suc- 
cess in the use of the open window method, they will find 
that school boards will not be too eager to adopt a sys- 
tem that conforms to no standards, produces no specific 
results and saves no money.” 


Legal Decisions 


DUTY OF INSPECTING NEW APPLIANCES FURNISHED 
EMPLOYEES 

T IS the unquestioned rule of law that, where an appli- 
I ance furnished by the master is not complicated or 
dangerous, and is purchased from a reputable and standard 
maker, the master is not required to make a minute 
inspection of it for latent defects, and a proper inspec- 
tion depends upon the nature of the thing to be inspected. 
and the use to which it is put. Even though the appliance 
be a simple one, if it is put to a hazardous use, the mas- 
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ter owes the servant the duty of exercising reasonable 
care by the inspection of the appliance to ascertain if it 
is in a reasonably safe condition. In determining just 
what duty the master owes under such conditions, many 
circumstances must be considered. The construction of 
the appliance, the materials composing it, the uses to 
which it is put, and the dangers attending its use, with 
many varying circumstances, must all be taken into ac- 
count, and it is impossible to lay down a rule of conduct 
which would serve as a test or measure in all cases in 
ascertaining whether or not the master is discharging the 
duty imposed upon him by law, for what might be ordi- 
nary care in one case would be negligence in another. 
St. Louis (Mo.) Court of Appeals, in Siebert v. Com- 
pany, 273 Southwestern Reporter, 153. 
“GOOD WILL” 
"ae words “good will’ like many other trade terms, 
may have different meanings dependent upon the con- 
nection in which it is used and the purpose intended to be 
accomplished. It may mean only the advantages of a par- 
ticular location for attracting business and the expecta- 
tion that former customers will continue to resort there 
It may include in addition to those factors all that gocs 
with a business in excess of its mere capital and physic:l 
labor, such as reputation for promptness, fidelity, inte- 
grity, politeness, business sagacity and commercial skill 
in the conduct of its affairs, solicitude for the welfare 
of customers and other intangible elements which con 
tribute to successful commercial adventure. When the 
nature of good will as a part of a transaction has been 
the subject of discussion and mutual understanding be- 
tween the parties, the particular sense in which it was 
used may be shown by oral testimony. 
It is the law of this commonwealth (Massachusetts) 
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FITTINGS 


Install Jenkins Better 
Brass Fittings and you 
install the best that can be 
made. Our fittings are rich 
in copper, heavy smooth, 
and well machined. 


spected before shipping. 


Only the best is branded 
with the “Triangle J.”’ 


Order them from 
your jobber 


JENKINS 


MANUFACTURING CO. 


BLOOMFIELD, N. J. 


eT TINGS 


BRASS 
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Announcement of 


onsolidation 


of the Central Brass Mfg. Co. 
and The Paragon Brass Mf¢. Co. 


T is with considerable satisfaction that we announce 
the consolidation of these two concerns, each success- 
ful for over three decades in the manufacture of quality 


brass plumbing goods—Central Brass Mfg. Co. and 
The Paragon Brass Mfg. Co. 


Effective at once, The Paragon Co. will be operated as a 
division of the Central Brass Mfg. Co., whose recently 

‘constructed plant is now being still further enlarged to 
accommodate the Paragon production. 


Mr. Edgar A. Eckhouse, Mr. Harry H. Klein and Messrs. 
Leo, Jack, and Milton W. Bernstein will continue in 
executive capacities in the combined companies. 


We are confident that this union will promote a still 
higher standard of service and will operate as a genuine 
benefit to the friends of both companies among the trade, 


wholesalers, architects, and potteries. 


The Company will continue the manufacture of the com- 
plete Central line and the well known Paragon special- 
ties, comprising: 


Central Quick-Pression Faucets, Compression Faucets, Stops 
and Valves, Ground Key Stop and Drains, Combination Sink 
Fixtures, Lavatory Drains and Fixtures, Built-In Bath and 
Shower Fixtures, Exposed Bath and Shower Fixtures, Shower 
Accessories, etc. 





Paragon Self-Closing Lavatory Faucets, Self-Closing Sink 
Faucets, China Bubblers, Combination Laundry Tray Fixtures. 
Ball Cocks, Tank Levers, Flush Valves, and other specialties. 


CENTRAL BRASS 


Mfg. Co. Cleveland, O. 


2950 EAST 55th STREET 
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ADSCO EXPANSION DEVICES are manufactured for every pressure and 


temperature, for steam, water, oil, air and gas lines. They are demanded 
for their adaptability to every service condition. 


Engineers endorse their practical design and sturdiness. 


Send for your copy of bulletin showing the many ADSCO Expansion 
Devices from which you can select the exact type of fitting you need. 


AMERICAN ])ISTRICT STEAM COMPANY 


GENERAL OFFICES AND WORKS 





NorTH TONAWANDA. NY. 
= Offices 
NEW YORK CHICAGO SEATTLE 


American District Stra COMPANY , North Tonawanda, N. Y. 
Without obligation send me copy of your bulletin “D”’ on pipe expansion and ADSCO Expansion Devices. 
Individual Position 


Company Address 
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that a sale by one partner to another of all his right, title | 


and interest in and to the entire assets of the firm in- 
‘assumed that 


cludes a sale of good will. It also has been 
a case Where there was such an implied sale of good will 
stood on the same footing as an express sale and grant 
of it’’ so far as concerns the right of such vendor to engage 
in competing business. 

In most cases which have arisen in this court the sale 
has been held to be of such nature and under such cir- 
cumstances as to preclude the vendor from engaging in 
competing business. In other cases it has been held that 
the new business did not derogate from the grant and 
might lawfully be undertaken by the vendor.——Supreme 
Judicial Court of Massachusetts, in Martin v. Jablonski, 
149 Northeastern Reporter, 156. 





SECRETARY BRUCE CLARK SUBMITS PLAN FOR 
ORGANIZATION OF LOCALS 


Officials of the California Master Plumbers’ Associa- 
tion have held several conferences during the last few 
weeks in an endeavor to outline some plan of constructive 
work for the local associations. Secretary Bruce Clark 
has issued the suggested program. In his opinion and in 
that of his fellow officials, it constitutes a comprehensive 
and constructive scheme for the official and committee 
organization of a local association of master plumbers. 
Not only are the various committees, which the state asso- 
ciation officials consider necessary for the proper working 
of a local, particularized, but the suggested plan indicates 
as well the duties of each committee. It is believed that 
if the locals adopt this form of organization they will be 
enabled to function in a manner which will make them 
not only efficient as local associations, but more valuable 
members of the state association as well. 

This program was introduced at the conference of pres- 
idents and secretaries of local associations composing the 
northern division of the state, which was held at Sacra- 
mento on September 11. It will be introduced similarly 
at the conference of the southern division which will be 
held at Los Angeles on September 30. After these two 
conferences have made such changes in the program as 
are considered advisable, it will be the basis for the gen- 
eral state conference which will be held at Fresno on Jan- 
uary 8, 1927. 

Secretary Clark thinks that after the winnowing process 
the plan will undergo at the two divisional conferences it 
will be in practically a completed state for the general 
conference and that thereafter it will serve as the accepted 
plan for local associations throughout California. 

Following is the text of the secretary’s announcement 
and explanation of the proposed program: 

Constructive Association Work 

“One of the most successful schemes in holding the in- 
terest of members in an association has been the develop- 
ment of a definite, organized program which will utilize 
the abilities of every member of its group. The services 
of every individual could be used through the establish- 
ment of an extensive committee program. 

“Almost everyone belongs to some kind of an organiza- 
tion, where they meet with other men and discuss matters 
of common interest, but if a definite, organized program is 
not laid out for them, they soon lose interest and drop out 
from their organization. The most important factor of 
our organization program is the educational feature, which 
we are trying to give to our members, through the com- 
mittee work. We have endeavored to outline definite ob- 
jectives for every committee listed below, so that each 
committee will know what definite things it has to work 
upon and accomplish. 








STRAIGHT 
DOUBLE PLUG 
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( ataloo 














BBB a a) oe) oe) ob) be) Be) He 








SANITARY TEE PLUG **Y" BRANCH PLUG 


Climax Specialties 


A Pattern 
For Every Job 


The “CLIMAX” Line of reliable 
Test Plugs will meet your every 
need for this class of equipment 
in a way that you will surely 
appreciate. And don’t overlook 
the advantages of ‘““CLIMAX”’ 


Automatic Cellar Drainer for 
sheer efficiency and 
economical operation. 









See Pages 1158-1159 of 
DOMESTIC ENGI- 
NEERING Catalog 
Directory for full details 
—or write for the lates: 
Kemp bulletin. 


WING NUT 
PLUG 


*“CLIMAX"’ 
AUTOMATIC CELLAR 
DRAINER 





BALTIMORE. Mp... 


Pacific Coast Agents: 
Wm. P. Horn Co. 


Rialto Building, 509 Wilcox Bidg., 
San Francisco, Cal. Los Angeles, Cal. 
L. C. Smith Building, Seattle, Wash. 
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| “TI have found that many committees are appointed, but 
| no definite concrete objective is outlined for them to ac- 


'complish. As a natural result, the committee fails to 
| function as it should, and the members lose interest and 


| fail to attend the committee meetings. But when som: 
| thing definite is outlined for them to accomplish, it has 
been my experience that it is accomplished. 


“These committees can be changed to suit the local con 





DOUBLE Fit perfectly! Good materials and good work- } 
manship are fit companions when the plumber, 








ACTING himself, insists upon a perfect job. That’s why ditions in any organization. They are merely to state 
LEVER leading plumbers from Maine to California de- definite objectives which should be accomplished. If, by 
mand that the closet tank fittings they — the use of an extensive committee program, we can edu 
measure up to their skill as craftsmen. That’s } 
why M-VB Closet Tank Fittings are favored cate our members, we will have passed the biggest obstacle 
the country over. confronting our craft today. In the past, our craft has 
A been held back largely due to the lack of education. Many 
— ‘Tete ibiutaimihwa members have failed to take the least advantage of an} 
Scovill Mfz. Co. Waterbury, Conn. educational opportunities offered them. The majority of 





members of our craft today realizes the necessity of more 
education along organization lines and business methods 

“The following program of committees, with definite 
objectives stated, is being used by several organizations, 


STRINGER ROUGHING-IN SYSTEMS to educate and train their members. Through each of the 


Committee activities, and tied up to them in every way, is 








Save the Plumber TIME and MONEY— the welfare of the individual merchant plumber. In all of 
They come ready to install with no waste of material. Try our plans, we must not deviate from the fact that a varied 
them on your next job and be convinced of their merits. t tivitt t of t d the traini m 
Manufacturers of complete roughing-in sys os aioe program of activities must aim towar e training, de- 
CAST IRON or SCREWED PIPE installations. We have velopment and education of the individual responsible 


fittings for any operation—from the smallest bungalow to 
the tallest building. merchant plumber.” 
Write for catalog of Modern and Economical Plumbing Rough- President. 

ing-In systems. ms 
Vice-President. 


STRINGER BROS. Co., Inc. Secretary. 


1100 West 38th St. - Chicago, Illinois Treasurer. 
Factories: Gadsden, Alabama Board of Directors 
Warehouses: Chicago, Illinois, Gadsden, Alabama es 








Finances and auditing. 

2. General policy of organization. 

3. Complaints and investigations. 
Committees: 

1. Program and Social 

















1. Arrange details for dinner meetings—programs. 
2. Meetings with Ladies’ auxiliary. 

3. Picnics during summer months. 

4. Periodic visits to other associations. 


2. Membership 

1. Call on all new plumbers in town. Watch their work 
and stores. 

2. Have members call upon newcomer in his shop, and 

greet him. 

3. If desirable, have two members call on “John Doe” 
and keep after him. If these two members fail, ap- 
point two more to go after him. 

4. Associations to keep active list of all plumbers in 
town, number of fixtures, ete. 

— 3. Conference 
Just as Important as the Pipe 1. Confer vron other plumbing organizations. 
Sheets slips for clendiinn .emnccund caly oben ht Ging 2. Confer with journeymen’s and apprentice associa- 


used are of a quality that will last as long as the pipe—yet while tions. 
the pipe itself is specified as to make with great care, compara- 
tively little attention 1s paid to the selection of the fittings. 4. Sanitat ion 

“McR” Brass Pipe Fittings are made by one of the oldest brass 1. Keep in constant touch with city hall movements 


manufacturers in the country with definite knowledge of the | 2. Watch buildings; their construction and sanitation. 
i 
| 








service they must perform. They are full iron pipe size, have 3. Watch toilets in all buildings, through periodic in- 


accurately cut threads and may be depended upon to last or 
outlast the pie Every fitting is water pressure tested and spection of stores, garages, pool rooms, oil stations 





————— 


guaranteed absolutely If dirty and broken, notify inspector. If clean, com 
jae. “tare ce "A Pode. mend through letters of appreciation. 
Your jobber can supply you. 4. Seek advice from city or county inspectors and co- 
Qhe MERAE & ROBERTS CO.. “as operate with inspection department. 
DETROIT MICHIGAN 5. Check up unsanitary installations of plumbing which 
slip by inspection department. 














5. Education 
1. Adopt bookkeeping classes by all members of asso- 
| ciation. (Continued on Page 74) 
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REKO 


— Enamel Cement 
— Gray Metal Cement 
— Boiler Liquid © 









Reko really does do a mighty neat job on yp WHITE, ee $ 
either Chipped Enamel or Vitreous Ware S TANY, y, Qapeslent oy 3 
and saves a lot of Worry and Money Ss PER CAN 


USED BY 


The United States Government at Fort Sheridan, Illinois—Ensign Shaw of the United 
States Navy at the Winton Diesel Engine Works, Cleveland, Ohio—Tested by the B. & O. 
Railroad, Akron, Ohio, to 180 lbs. pressure. Recommended by plumbers all over the world. 


REPAIRS CRACKS AND SANDHOLES IN REPAIRS CHIPS AND CRACKS IN 4 
Sectional Boilers Radiators and Fire Pots Enameled Bathtubs | Sinks and Lavatories 7 
Water Heating Coils | Metal Tanks Vitreous Fixtures China Fixtures . 
Soil Pipe Sandholes Laundry Tubs Enameled Ranges Cracked Flush Tanks 0 
Cylinder Walls Motor Heads Sets China Handles Broken Covers & Bowls 
Transmission Cases Brass Fittings Enameled Ice Boxes Enameled Table Tops af 
Fills Cracks between Urinals, between Tiled REKO 
Sections of Hot Air Furnaces, Tubs and Walls, Fills Cracks around Closet 7 PRODUCTS CO. 
Leaky Gas, Water, Oil and Steam Pipes. Bowls, Will not contract or expand when set. Wilmette, Ill. 


7 Please send me the REKO 


Products marked belcw. If 


REKO PRODUCTS COMPANY 7 not returned in 10 days bill me 
Wilmette ous Illinois r< for same through my jobber. 


REKO Cement Patented in U.S. June v4 White —— Blue White —— Gray 
11, 1918, Canada, May 20, 1919. Man- 

ufactured exclusively by REKO PROD- @ Firm Name 

UCTS CO. Not affiliated with any 4 

other cement company. 7 Address 


If your jobber cannot supply you with REKO A Jobber's Name... 62.2... 


Products — USE THE COUPON 4 ee ee ee eae eee 
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‘*CHICAGO’”’ 
NO. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
T ing 


PORTABLE 
Cc it * to 2° Pi 
“= if. to 136" Bor 


FEATURING: 
Quick Die Change 
Qutemetis Die Head 


ree S s 


Perfected Oil Control 
Send for Catalog. 








ore 





inset” 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 


UNCONDITIONALLY GUARANTEED 


»>ARROW> 


TRADE MARK 









Ss 
T 
E 


E 

L 

PNEUMATIC — STORAGE— SPECIAL 
Black or Galvanized 

The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 








Protection 
and 
Convenience 


PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell & 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell & Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


v MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. Y. 


3) 














Armstrong Bros. 


CHAIN PIPE 
VISE 


DROP FORGED STEEL 


The Ideal Portable Vise 
RAPID--STRONG--COMPACT 
%" to 8" Pipe 
One turn of the handle 
releases or grips pipe 
Write for Catalog 


ARMSTRONG BROS. TOOL CO. 


323 N. Francisco Ave., Chicago, U. S. A. 
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2. Utilize public speaking classes; merchandising tles 
and marketing classes. 
3. Speakers Bureau for your association. 
4. Have Association subscribe to at least two trade 
magazines and start a library file. 
5. Local associations should belong to chamber of com- 


merce and merchants association. 
6. Recommendation of mailing list to members. 
6. Ordinance 
1. Work with plumbing and building inspectors. 
Keep ordinance up to date and explain it to members. 
Investigation and adoption of examination ordinance 
for plumbers. 
4. Talk 
county committee. 
7. Publicity 
1. Members should belong to neighborhood movements 
2. Members should belong to chamber of commerce and 
builders exchange. 
3. Members should belong to the civic and service clubs. 
4. Adopt uniform display cards for members to use on 
construction work, 22x28, having 
name printed on sign for publicity purposes. 
8. Mutual Benefit 
1. See that all members have been informed of the ad- 
vantages of the Master Plumbers Mutual Benefit As- 


county and state ordinance and work with 


size members’ 


Association 


sociation. 
2. Discuss this before the association for the good of 
the order. 
3. Should have 100% membership. 
9. Scrap Book on Legal Decisions 
1. Keep scrap book on legal decisions of courts, as ex- 
plained in Plumbing publications. (Duty of Secre- 
tary.) 
2. For use and file by members. 
10. Speakers Bureau 


1. Builders. 7. Salesmanship. 
2. Bonds & Investments. 8. Accountants. 
3. Advertising. 9, Publie Service Corpo- 


rations. 
Universities 


1. Banking. 
». Insurance. 
6. Merchandising. 


10. College 
of Commerce. 
MONTGOMERY COUNTY (PA.) MASTERS DISCUSS 
APPRENTICESHIP PROGRAM 

An open meeting in the interest of apprentice training 
was held by the Lower Bucks and Montgomery County, 
Pa., Master Plumbers’ Association at Memorial hall, Wil- 
low Grove, Pa., Wednesday evening, September 1. A good 
sized made of master plumbers, journeymen, 
helpers and apprentices, heard addresses by C. F. Bauder, 


crowd, up 


director of industrial art, Philadelphia, and Edward § 


Ling, principal of the Abington high school. Classes will 
be held this the Glenside Welding 
Easton Road, Glenside, instead of Abington high 
the scene of last year’s course. It is expected that 
will begin about October 1, if present plans mature. Asso- 
ciation leaders are now making a survey of members of 
the body to find out whether they prefer having the classes 
held Saturday mornings, as last year, or in the eve 


nings. 


year at school, on 
sé hool, 


they 


on 


Joseph Wittig, Milwaukee, Wis., has been awarded the 


| plumbing contract on the new church being erected at 
Holy Hill, Wis., by the Carmelite Fathers. 

Lindemann & Schumann, Milwaukee, Wis., have been 
awarded the plumbing contract on the garage building 
under construction for the Praefke Auto Electric & Bat 


tery Co., at 2838 Fond du Lac avenue, Milwaukee. 
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THis DELANY FITTINGS Dispiay Stanp 


peLANy 
FITTINGS 


LIFE-TIME 











ped A MODEL BUT ae FITTINGS IN ACTUAL 
RATION. PUT IT ON YOUR COUNTER 
TAKE TO A JOB—-WATCH THE SPLENDID RESULTS 


674 Plumbers Clipped the Coupon 
Last Month<~ Clip Yours Today 


The Delany Fittings Display Stand is 
making a big hit; everyone finds it even 
finer than expected. For that reason we 
are continuing the Free offer again in this 
issue. 

Get one — Display It! Let your cus- 
tomers see the DELANY VALVE with 
the hard rubber ball that lasts a life- 
time; the integral guide post and monel 
metal lift wire. 

Show them the quiet DELANY BALL 
COCK and the single action press down 
Delany Lever with its beautiful all-china 
handle. 


The quality and simplicity of the Delany 
Fittings as graphically shown by the Dis- 
play Stand asks them to buy — and 
makes real sales for you. 





Fittings—Delanyite Tanks—Seats 


Jobbers write us—we have an important message for you! 






Read what one member of the craft 
writes about the Delany Valve and just 
why he ordered a Display Stand. It 
speaks for itself. 


Costs $2.00 to make—given FREE 


The Delany Fittings Display Stand is made of 
sturdy oak; finely colored and labeled. Carefully 
put together and held rigid with heavy screws. 
Shipped in a strong carton — ready to display 
immediately upon arrival. . 


Present this coupon to your Jobber's 
Salesman with an order ong or rs 
more sets of DELANY Fittings 


and he will see that you Ke 
receive the Display Rs 
Stand FREE~or Roy 















Mention Domestic ENGINEERING when writing advertisers. 
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HEAT INSURANCE !!!!! 
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Dole 


SYPHON AIR VALVE 


Money and experience cannot make a better non-adjustable Syphon Air Valve. 


The “Dole” fills the demand for a non-adjustable, syphon, all-metal air valve— 
a valve embodying Dole thermostatic principles, quality materials and workman- 
ship and a valve that can be sold at a popular price showing a “long trade profit.” 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill 


Mention Domestic ENGINEERING when writing advertisers. 























THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








SALES AND ADVERTISING MANAGERS TO MEET IN 
CHICAGO 

The sixth Sales and Advertising Managers’ Confer- 
ence under the auspices of the National Trade Extension 
tureau will be held November 11 and 12 in the Palmer 
House, Chicago, Ill., according to a recent announcement 
The program this year will cover four 
Sufficient 


from the bureau. 
major subjects and these will be subdivided. 
time will be allotted for thorough discussion. 





NEW HEATING ASSOCIATION ORGANIZED 


for the 
This 
will 


A new association has just been organized 
promotion of the use of small size anthracite coal 
organization, formed in New York City in August, 
be known under the name of the National Anthracite 
Burning Equipment Association, and has opened offices 
at 29 Broadway, New York. William D. Craven is presi- 
dent, F. B. Williams, Jr., vice president, F. G. James, 
secretary, and J. A. Nicols, treasurer. The membership 
embraces several component parts, the various divisions 
including grates, motors, blowers, automatic controls, 
boilers, stokers and anthracite coal interests. 





CHICAGO OIL BURNER ASSOCIATION TO INAU- 
GURATE ADVERTISING CAMPAIGN 


At the regular monthly meeting held in Chicago, Sep- 
tember 8, progress was made toward the completion of 
the billboard and direct-by-mail advertising campaign 
which has been discussed by this association for some 
time. A sum of $17,000 has been raised for this purpose 
and it is expected that tank manufacturers and makers 
of other oil burner accessories, as well as oil dealers, will 
assist in this enterprise and will raise this amount to 
$20,000 or more. It is estimated that the proposed bill- 
boards will be seen by 6,000,000 people per month and 
that this, along with the other advertising, will acquaint 
the people of Chicago and vicinity with the subject of oil 
burners to such an extent that sales resistance will be 
considerably reduced. It is planned to start the advertis- 
ing campaign within the next few days. 

H. A. Ashenhurst, inventor of an insulating product 
made of gypsum with added chemicals which puffs it up 
in the form of a sponge, gave a talk on insulation, show- 
ing how important that subject is to oil burner men. 

The names of several oil burner men and oil burner 
dealers were added to the list of members. There were 
also a number of visitors, among them A. W. Barnes, sani- 
tary and heating engineer of London, England, and B. 
W. Riesbeck, heating engineer, of Chicago. 





NOW IN NEW LOCATION 


The U. T. Hungerford Brass & Copper Co., New York 
City, announces the removal of its Philadelphia, Pa., 
warehouse to 46 North Sixth street, at the corner of Fil- 
bert street. At the new location, the company will be 
able to carry a larger stock. 


PROMINENT MEN CALLED BY DEATH 
Willis Frank Dowd, Sr. 
Willis Frank Dowd, Sr., president of the Charlotte Pipe 


and Foundry Co., Charlotte, N. C., died Friday, August 27, 


according to formal announcement just issued by the 
company. 
Frank B. Park 
Frank B. Park, secretary and treasurer of the Flint & 
Walling Manufacturing Co., Kendallville, Ind., died on 


August 28 at his home in that city, in his 62nd year. 
CANFIELD SUPPLY CO, EXPANDING 
Kingston, N. Y., ltas recently 
warehouse purposes. 
Ferry and 
It will make the fourth ware 
Ferry 


The Canfield Supply Co., 
purchased a four-story building for 
The building has a 42-ft. 
a private dock in the rear. 


frontage on street 


>k OF 


house of the company whose offices are at 35-37 


street in Kingston, 


RUUD MFG. CO. LEASES NEW BUILDING IN BOSTON 

The Ruud Manufacturing Co., of Pittsburgh, Pa., has 
leased for a term of 20 years a building which is to be 
erected by John C. Kiley and Edward F. Cassell of Boston, 
at the junction of Cambridge and Joy Streets, Boston, 


Mass. 

At present the Boston offices of the Ruud company are 
located at 66 High street, but owing to traffic congestion 
in that section of the city and the inability to park trucks 
at the warehouses, the company has decided to secure the 
new location on the widened Cambridge street, 
which has a width of 100 ft. and permits of ample space 


newly 


for parking. 

The company will have some 6,500 sq. ft. of salesroom 
display space besides shipping rooms, storage, office room, 
ete. Construction of the new building will commence at 
once and it will be ready for the Ruud company about the 


first of the year. 


NEW JERSEY SALESMEN MAKE PLANS FOR 
FISCAL YEAR 
Plans were matured at the regular monthly meeting of 
the New Jersey local of the National Association of Plumb- 
ing and Heating Salesmen, held Friday evening, Septem- 
ber 10, in Newark, that should make the evening of 
October 15th a memorable one in the minds of the trade 


in that section of the country. 
The salesmen decided to hold a monster open meeting 
with manufacturers, wholesalers, master 
salesmen all invited, at Achtel Stetter’s 
The chief speaker of the evening 
secretary-manager of the Na- 


and dinner, 
plumbers, and 
restaurant in Newark. 
will be William G. Bergner, 
tional Trade Extension Bureau, who will talk on sales- 
manship. Representatives of the various branches of the 
trade are also to be invited to talk, and it is expected 
that the meeting will be one of the most representative of 
the industry held for some time. 
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Tentative plans for the rest of the organization's fiscal 
For the meeting, the 
entertainment committee expects to have a representative 


year were also made December 
of the Newark Chamber of Commerce talk on “Newark as 
City.”’ In January, an official of a local 
asked to talk on 


Purdy is expected, while in 


a Convention 


radio station will be broadcasting 


In February, the famous Dr 
March it is hoped to get Attorney James Erwin as the 
At the April meeting the members will hear an 


board of engineers which has had charge 


speaker 
executive of the 
of the building of the new New York-New Jersey vehicular 
May, the last month of the 


fiscal year. the national convention of the Association is 


tunnel tell of this great work 


to be held in Newark 

Four salesmen were admitted to membership, the new 
members being Albert I. Parker of the Boynton Furnace 
Co., A. J. Biel, Jr., of the Standard Sanitary Manufactur- 
ing Co., R. M 
Wallwork of the 
Inc The resignation of 
due to the fact that Mr 


Smythe of the Gefro Supply Co., and J 


Harold Roseville Plumbing Supply Co., 
Charles Starzman was accepted 
Starzman is leaving sales work 
Bowling teams were also formed, and a schedule out 
lined, the bowlers to start their rolling on October 4, and 
meeting each Monday thereafter during the season. Ray 
I. Condit is manager of the team, and W. H. Oleson cap- 
Members include W. W. Massie, A. H. Payson, Wil- 
liam Cooper, Ray Albert Tesch, William 
Edward M. Robinson, W. E. Carmichael and H. A 
wood 


E. J 


ship committee by 


tain 
Jones, Krueger, 


Under- 


Bender was appointed a member of the member- 
President W. E 
because of the recent death of 


Carmichael, this ap- 
pointment being necessary 
Mr. Donovan 

SALT LAKE CITY BRANCH CRANE CO. HOLDS 
OUTING 
Lake City 
recently at 


branch of Crane Co. 
Lagoon, Utah. 
The after- 


in swimming, races and other sports. A 


Employes of the Salt 
held 
More than one hundred guests were present. 


their annual outing 


noon was spent 
banquet was held early in the evening, followed by danc- 
ing. J. W. Menzies, H. A. Lewis and D. J. 
the committee in charge. 


Morrison were 


WILL REPRESENT PERFECT TANK & SEAT CO. 

Hills-Stevens Co., 
Central Terminal building, New York City, has just been 
Perfect Tank & 
will carry a sizable 
New York City 
Metropolitan 


manufacturers’ representative, Grand 


representatives for the 
Seat Co., Syracuse, N. Y This firm 
stock of the 


warehouse for 


sales 


appointed 
concern’s products in its 


distribution throughout the 


| 


Some of the guests at the annual outing of the Salt Lake City, 
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territory, New England, and a part of Pennsylvania. The 
Hills-Stevens Co. maintains offices in Boston and Philade}- 
phia as well as at the above address. 
PHILADELPHIA HEATING & VENTILATING GOLFERS 
MEET AT CEDARBROOK 

The Heating and Ventilating Golf Association of Phila- 
delphia held its monthly meet Wednesday, September 15 
as this Engineering”’ 
press. The meeting was held at the Cedarbrook Country 
club, with Frank Eckfeldt and Charles Williams as hosts 


issue of “Domestic was going to 


POSTPONE GOLF MEET TO SEPTEMBER 21 
Because of a conflict in dates the September golf tourna 
Dayton Miami Valley Golf Association 
will be held on September 21 instead of on September 16, 
as was first announced. The tourney will be held on the 
course of the Dayton Country Club, and luncheon will be 
A number 
of prizes will be awarded the players, and a large attend- 


ment of the and 


served the players at the club house at noon. 


ance is expected by C. T. Hale, secretary of the association 
ENLARGING ITS SALES ORGANIZATION 

Supply Co., of 
of two sales- 


The newly organized Bergen County 


Englewood, N. J., announces the addition 
McGuinness, for 18 years with the 
York, will represent the new 
Hudson County, N. J. Mr. McGuinness also was 


men to its force. J. J. 
John Simmons Co., of New 
firm in 
associated for two years with the Borden Co. and one year 
with the Nye Tool & Machine Works. J. E. Russell, for 
L. Mott Co. and for one year with 
the new supply house in 


two years with the J 
the Kohler Co., will 
tJergen county. 


represent 


METROPOLITAN GOLFERS TO MEET AT 
HACKENSACK 
The September meeting of the Metropolitan Trade Golf 
will be held Tuesday, September 21, at the 
Hackensack Golf Club, Hackensack, N. J., according to 
announcement by Secretary F. W. Broatch. Hackensack 
is very convenient of access to New York City members 
Busses leave the Waldorf Hotel every 
hour on the hour, and the Paterson trolley from the Fort 
Lee Ferry at 129th street also has frequent service. On 
both of these routes, members should get off at Summit 


Association 


of the association. 


Trains for Prospect avenue station, Hackensack, 
leave City on the New York, Susquehanna and 
Western at 9:19, 10:05 and 12:32 daylight time and the 
New Jersey and New York Division runs trains to Central 
Hackensack, at 7:45 and 9:44 daylight 


avenue 
Jersey 


avenue station, 


time 


I tah 


Utah, branch of Crane Co., held recently at Lagoon, 
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PITTSBURGH SALESMEN HOLD INTERESTING 
MEETING 

The Pittsburgh Chapter No. 9 of Plumbing and Heating 
Salesmen held its first fall meeting Friday evening, Sep- 
tember 3, in the dining room of the Chamber of Commerce 
building. A very enthusiastic crowd had the pleasure of 
listening to Jacob Soffel, a member of the Pittsburgh Mas- 
ter Plumbers’ Association, in an address in which he 
pointed out the progress that has been made by the plumb- 
ing and heating industry and what the salesmen could do 
to bring about better conditions in the field as well as 
make better merchants and contractors out of the present 
day plumber. 

The Pittsburgh Chapter was honored with the presence 
of William F. Weber, secretary of the National Association 
of Plumbing and Heating Salesmen, who complimented the 
organization on its splendid showing. He stated that they 
had set a record in organization work that has never been 


established before, and he doubts whether it will ever be 


done again. He outlined what the National association 
has done and what they have in mind. He told the organi- 
zation of the National association and brought out the 
point of co-operation, stating that the National association 
did not function without the'co-operation of every indi- 
vidual member. Mr. Weber gave the members an insight 
as to what other local associations were doing, how they 
were running their meetings, and the purpose of the 
organization. 


The meeting was then turned into an executive session, | 


which time the following resolutions were passed: 

Resolved: To be forthright and courageous, standing 
upon our own feet, maintaining dignity, and placing no 
obligations upon ourselves by soliciting donations of any 


= 
~_ 


kind from manufacturers, wholesalers, or customers. 

Resolved: That the Pittsburgh Chapter No. 9 of Plumb- 

ing and Heating Salesmen will give their moral support 

to the Sanitary and Heating Development League of 

Pittsburgh. 

The committees made reports and open discussions fol- 
lowed for the good of the association. It was decided that 
the place of the next meeting should be decided by the 
entertainment committee. 

AUGUST TOURNAMENT OF C. 8S. D. L. HELD AT 

INGLESIDE COURSE 

The California Sanitation Development League of San 
Francisco held its regular monthly golf tournament at the 
Ingleside Golf Course on Friday, August 27, with 20 
players participating. Much credit is due the committee 
for the success of the affair, the pairing of congenial 
foursomes and the “blue-bird’’ weather. 

Jackson Noble, of the Richmond Sanitary Co., and one 
of the most consistent golfers in the league, won low 
gross with an 89. This makes the second time that his 
hame goes on the Willard Chamberlin cup, but the rest 
of the “sharp-shooters” are after his scalp and say there 
will be a lot more names on it before he takes the cup. 
home with him for keeps. 

H. Porter Wilson gets his name engraved on the ‘Do- 
mestic Engineering’’ cup which is hung up for low net 
score, Someone will have to watch him or he will take 
this cup home with him one of these times, although the 
others are hoping that the handicap committee will see 
that this does not happen. 

The seores of the various players were as follows: 

Ciros Hidep Net 


H. Porter Wilson 106 38 6S 
Curtis Gilley oe roo $o 70 
Herman Lawson - 100 30 70 


>- - 


P. D, Cruickshank , 96 25 71 
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AMERICAN PIPE Togt Co. 
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“AMERICAN” 


Waste Pipe Cleaners or Snakes 


go around the sharpest bends and go clear through. Their 
construction gives them just the right balance between 
flexibility and rigidity that does the work. Note the con- 
venient carrier furnished with each cleaner. 


“American” Pipe Tools are Quality Pipe Tools at correct 
prices. Write for catalog. 











AMERICAN 





AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 












































HE NEW O-E Vacu- 





Float Vent, with Verti- 
cal Seat equipped with large 
Monel metal ball permitting 
large venting orifice, insur- 
ing increased capacity. 


Vertical Self-Cleaning 
Knife Edge Seat prevents 


“FOULING” as com- 
pared to Horizontal type. 


In addition to the other 
superior features of the 
NEW O-E Vacu-Float 
Vent, the well known 0-E 
Thermal Member has been 
embodied to insure the 
users of O-E Specialties the 
usual long life giving quali- 
ties 





Send for more details. 


O-E Specialty Manufacturing Co. 
10 Keefe Avenue Milwaukee, U.S. A. 
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William P. Goss .... fibshovedeia’ Wa 29 2 
a Maurice Greenberg aS ans Si« eee 30 2 
H. H. Marquis , . pa Ri cate ee 40 2 
WADE W. R. Mead > ; Loin ae 22 
Andy Lamond a 22 4 
DOWNSPOUT Harry Weiss ; " ca ee 25 
Jack Huston ets res 115 40 
H. W. Finch . » a ee ers? 91 15 
HEADS Emile Heymans : peeaeveteuea 106 30 
Norman Farlow pane vendven eee 27 7 
Bob Allmon , > ae 20. 
Jackson Noble vid ' ; 89 11 
Volney Howard ; ’ 92 12 
J. Alexander : ; : . 101 guest 
Shi Gara 4c dase ae Rew ane > Ba be delete 98 guest 





Personal Mention 


E. S. Aitkin, general manager of the Trenton Potteries 
Co., Trenton, N. J., visited the New York City offices of 
his concern last week. 

M. T. Anderson, manager of the New York City show 
room of Standard Sanitary Mfg. Co., returned recently 
from his vacation. Mr. Anderson enjoyed a few weeks on 
| the New Jersey coast. 

















have a removable bee-hive grating. 
require no expansion joint. 

make se hye tight. li 22 A. H. Dufort, assistant sales manager of the Central 
are equipped with easy slip joint BH Tube Co., visited the concern’s Philadelphia office recently, 

















connection. ; # making a tour of that territory with H. J. Kleinman who 
are recommended by prominent handles Central Tube Co. sales in that vicinity. 
engineers and architects. HH Charles W. Wanger, president of the Woodward-Wanger 


; Co., Philadelphia, Pa., and also president of the Sales 
W d | Sa ¢ Mf Co ; Managers’ Club of Philadelphia, will deliver an address 
a e ron nitary B °9 : on merchandising for the master plumber, entitled “It Can 
551-53 Fulton Street Chicago, Ill. Be Done,” before a special joint meeting of the Lower 
Bucks, Montgomery and Chester County Master Plumbers’ 












































The Celebrated 


PEERLESS 
KITCHEN BOILER 


(Combined Range Boller and Gas Water Heater) 





The Celebrated ‘‘Peerless’’ 
Kitchen Boiler is the best gas 
heating boiler on the market. 





The ‘‘Peerless’’ originated the 
gas heating boiler business, 
created the trade demand and 
has served the field for 15 years 
with great distinction. It has 
been much imitated but never 
equalled. 


The Peerless is made in all 
sizes. Numbers 18 - 24 -30 -32- 




















40 - 42 - 52 - 66. At the annual convention of the National Association of 
Plumbing and Heating Srlesmen, held recently at Detroit, 

YOUR SUPPLY HOUSE WILL Mich—Top picture, left ‘o right: Martin Halfpenney, Caton 
aaa nemnette tan Pipe & Fittings Co.; Harry B. Reynolds, Park & McKay (0. 
NEERING CATALOG DIR. William Sierama, A. Harvey’s Sons Manufacturing Co., al! of 
ECTORY FOR FULL INFOR.- Detroit; Joseph R. Murphy, Thermal Appliance Co., New 
MATION OR WRITE US. York City, and G. C. Smith—Middle picture: Emory J. Kinsel 

and L. J. Remington, both of Kimball-Eisenberg Co., Detroit: 

PEERLESS RANGE BOILER George Faber and E. C. Peterson, both of A. Harvey’s Sons 
Manufacturing Co., Detroit-—Bottom picture: Otto Hinzmann, 


CORPORATION Anchor Pipe & Supply Co.; Earl C, Auty, Nelson Co.; Norman 
Keisen, John Wood Manufacturing Co.; John Caldwell, Pierce: 
108 So. La Salle St. CHICAGO Butler & Pierce Manufacturing Corporation, and Joseph A. 


Quirk, Detroit Lead Pipe Works, all of Detroit, Mich 
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Association on September 24 at the White Apron Club, 
Highland Park, Pa. 

S. M. Stevens of the Hills-Stevens Co., Grand Central 
Terminal, New York City, has been making a business 
trip through Western New York State. He spent several 
days in Buffalo. 

L. E. De Groat, sales manager of the Capitol Brass 
Works, Detroit, Mich., spent a few days during the week 
ending September 11 calling on the trade in New York 
City and vicinity. 

D. E. Owen, formerly with Abram Cox Co., Philadelphia, 
has joined the Philadelphia sales force of the Handon 
joiler Corporation of New York City. Mr. Owen, who 
will headquarter at 2401 Chestnut street, succeeds Robert 
G. MeQuilken. 

J. W. Watson and P. A. Sawade, of the Continental 
Heater Corporation, Dunkirk, N. Y., spent a few days in 
the New York City territory the week following Labor Day. 

Charles Livingston, manager of the Peerless Utah Co., 
Salt Lake City, Utah, is again at his desk after spending 
two weeks in a hospital where he underwent a successful 
operation. 

Charles C. Phelps has recently been appointed sales 
representative for the Power Plant Equipment Company 
of Kansas City, Mo. He will cover New York City and 
northern New Jersey and will make his headquarters at 
473 Getty avenue, Paterson, N. J. 

Robert McGuire has joined the sales force of C. A. 
Boyle & Co., 32 West Twentieth street, New York City. 
He will cover the Middle Atlantic and New England States, 
calling on jobbers. 

Morris B. Pendleton, representative of the Plomb Tool 
Co., Los Angeles, Calif., recently spent a few days in New 
York City and other eastern points calling on jobbers. 


New Trade £tterature 


Kitsonhex Brass Fittings 
Kitson Company, of Philadelphia, Pa., has just issued 
a pamphlet listing its Kitsonhex brass fittings with hex- 
agon ends. 90-degree elbows, reducing elbows, tees and 
reducing tees, 45-degree elbows, sockets or couplings, 
street or service elbows, reducing sockets or couplings, 
plugs, hex caps, locknuts and bushings are included. 


“Heat from Oil” 

The Kerrihard Company, of Red Oak, Iowa, has issued 
a booklet with the title, “Heat from Oil.’””’ The construc- 
tion of the company’s burner is described. The Kerrihard 
oil burning boiler for steam or hot water is also shown 
by illustration and diagram. Several diagrams show the 
method of locating radiators and boiler. A discussion 
of the cost of heating with oil is also included in the 
booklet. 

Duro Company Booklets 

The Duro Company, of Dayton, Ohio, has issued a cir- 
cular with the heading ‘‘Aren’t You Glad We Bought a 
Duro?” The folder directs the attention of the prospect 
to the desirability of a water system in country homes, 
and it contains numerous illustrations and testimonial 
letters from users. Another booklet is on the subject of 
the Duro automatic water softener. The advantages of 
the use of soft water for bathing, shampooing, shaving, 
washing, etc., are pointed out. 


Comet Gas Heating System 
The Comet Radiator Co., of Philadelphia, Pa., is dis- 
tributing a folder describing its gas heating system, which 
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A QUICK SELLER 
Cuts Coal Bills 


Right now—in your own district-—there is an unlimited 
opportunity for you to increase your sales. Here is a 
big money saver—-the Sturtevant Coal Burning Blower 
—that will appeal to every house owner. 


Five to eight dollars a ton can be saved on fuel by burning 
Buckwheat coal. Buckwheat gives just as much heat as 
higher priced fuels when a Sturtevant Coal Burning Blower 
is used to boost the draft. Think what welcome news 
this will be to your customers—in fact to everyone in 
your district who wants to cut their coal bill this coming 
winter. 

Heating plants in clubs, churches, and schools can also 
be equipped with this blower. It comes in six sizes with 
fifteen different motor ratings—carried in stock so that 
we can give you prompt service. Tell your customers and 
prospects about this blower now. We will gladly give 
you descriptive matter to send out to them. 

Our dealers’ discounts make it well worth your while to 
go after this extra business and you can also make a 
satisfactory profit on the installation. Send us the 
attached coupon for further information and trade prices. 


B. F. STURTEVANT COMPANY 


HYDE PARK, 
BOSTON, MASS. 





1601 


B. F. STURTEVANT COMPANY 
Hyde Park, Boston, Mass. 


Without obligation to me, send along trade discounts and further 
information on Sturtevant Coal Burning Blowers. 
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When it’s a question 
of VALVES 


you can’t do better than make your 
selection from the McNab & Harlin 
line. For more than 70 years M-H 
Brass and Bronze Valves have met 
the most exacting demands of the 
trade. Write for catalog showing 
the complete line. 


MOUNT MORRIS VALVE CORP. 


Mount Morris  - 













Eastern 
Representatives: 
ROLLIN ('.WILSON, 
7 E. 42nd St., lew 
York City, also Bos- 
ton and Philad«,- 

phia. 


Chicago District: 


c. 8. JOHNSON, 
7701 Greenwood Ave. 


Pacific Coast 
Territory: 
WM. B. HORN CO., 
Rialto Building, San 


also Los 
— 


d Seatt 


Francisco, 
nuaetes 





























Enterprise brass goods will 
| please every one of your cus- 
1 tomers. They are real value 
§ for the price—sturdy, good- 
| looking and trouble-free. And 
| the profit possibilities on 
Enterprise goods make them 
areal bet for you. 


Your Jobber will Supply You 


| Enterprise Brass Works 








Muskegon, Michigan 

















ENGINEERING 


September 18, 1926 


consists of individual cast iron radiators, 
six-s 


each operated by 


its own burner. Four-section, section and eight-section 


radiators, designed for heating rooms of various sizes, are 
illustrated 

Pipe Tools and Machines 
the Oster Manufacturing Co., 
pipe-threading 
Among the articles 


A catalog just issued by 
of Cleveland, Ohio, 
ment manufactured by this company. 


is devoted to equip 
described are the quick acting vise, a special type reamer 
cutter for 
die 
feature 


and single wheel use with mechanical drive 


Power machines, stocks, and pipe vises are also listed 
of the 
dexing that makes it a simple matter to turn immediately 


to the information on any particular item. 


A noteworthy this catalog is careful in 


Built-In Incinerators 
“Your 
tion of 


garbage pail has vanished for good”’ is the cap 
the folder issued by E. C. Stearns & Co., 
, N. Y. Four sizes of portable and four sizes of 
wall-type garbage mentioned the 
method of operation of the chute or built-in type is shown 
folder 


just of 


Syracuse 


incinerators are and 


by illustration. Another illustrates portable and 


wall types. 
Peerless Heater 
the 


Company's Booklet 
title 
issued by the Peerless Heater Company, of Pittsburgh, Pa 
In connection with the technical description is a diagram 


“Gas Heating’’ is of a 24-page booklet just 


pointing out the chief parts and accessories of the com- 


pany's boilers The pamphlet contains a list of the im 

portant features claimed for these boilers, as well as a 
table of ratings. 

Universal Gas Boilers 

Universal Smokeless Boiler Co., of Ravenna, Ohio, is 

distributing a leaflet illustrating its metallic jacketed gas 

| boiler. In addition to technical description the leaflet 

contains an illustration showing a gas boiler cross con- 


nected to a “Universal’’ smokeless coal boiler. 


Radiator Shields and Enclosures 
SJulletin No. 29, just issued by the Buffalo Gas Radiator 
of North Tonawanda, N. Y., describes 
radiator shields and enclosures. It points 
that their use will prevent discoloration of walls around 


Corporation 
Protecto 


its 
out 
radiators, 


deflect heat horizontally across room, resulting 


in more even temperature, etc. 


‘ 


Chase Brass Cartoons 
A booklet the third of Chase 
Cartoons has just been issued by Chase Companies, Inc., 
Waterbury, Conn. These cartoons have appeared in 
several business papers and present in an entertaining 
way the special features claimed for brass pipe. 


containing series Brass 


of 


Supplement to J. B. Wise’s Catalog 
J. B. Wise, Inc., of Watertown, N. Y., has just issued a 
supplement to its catalog “D.”" Especial attention is called 
to its line of concealed bath trimmings. Another article 
listed is the mixing valve for sink, and bath faucets 
in which a renewable unit construction is used. 


shower 


Terminal Supply Co.'s Catalog 


Terminal Supply Company, of Minneapolis, Minn., has 


issued a loose-leaf catalog comprising 603 pages substan 
A visible index aids in 
Among th 
fixtures, 
showers, 


tially bound in brown cloth cover. 
the information 
are: Lavatories 


making readily accessible. e 


sections and hospital sinks, 
laundry drinking fountains, 
goods, roughing material, pumps and water supplies, 
ers and furnaces, pipe and fittings, tools, valves and steam 


The catalog is printed on highly glazed paper 


trays, closets, brass 


boil 


specialties. 
and each page contains numerous illustrations. 
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\ New Pipe Cutting, Threading and Reaming Machine P 
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A new motor driven pipe machine for cutting, threading | 


and reaming %-inch to 2-inch pipe recently has been put 
on the market. 

It is claimed that this new product has a number of 
time and labor saving features by means of which a %- 
inch pipe may be threaded in 13 seconds; l-inech in 14 
seconds; 2-inch in 28 seconds (including backing dies off 
the completed thread). It is claimed that t¢-inch pipe 
may be cut off in 7 seconds, 1-inch in 10 seconds and 2- 
inch in 14 seconds. The pipe is reamed at the same time 
the thread is cut. The change from cutting to threading 
and back is made quickly. 

The cutting off tool and its accompanying mechanism 
is mounted on a swinging arm which may be placed in posi- 
tion for operation or may be turned back out of the way. 
This cutting-off tool is made of high-speed steel and has 
a secondary cutting edge for chamfering the end of the 
pipe. 

From the other side, the threading dies are mounted 
on a swinging arm which can be easily placed in operating 





























position. A reaming tool is mounted on this arm, and 
while threading, it will ream out the inside edge of the 
pipe. A separate die head and bushing is provided for each 
size of pipe. The change from one size to another is made 
by slipping one die head off the supporting post and put- 
ting on the proper size die head. It is claimed that this 
Bushings are only 
long or 


change can be made in 10 seconds. 
necessary for cutting or threading pipe 6 feet 
longer. 

An oil pot mounted on a swinging arm and fitted with 
spout and valve provides a constant flow of oil on the dies 
or cutting-off tool. An oil strainer and pan separating 
oil and chips makes it possible to use the same oil again 
and again. A friction gear is provided which will slip 
under extreme overloads. No gearing is exposed and the 
clutch and gear shifting levers, as well as the switch, are 
all conveniently located. 

The dies can be easily removed from the die heads for 
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~ JOHNSON Andnw = 
OlL BURNERS Full Automatic 
Control 


Positive self-regulation combined with 
safety. Proven Johnson quality and 
eficiency, backed by 20 years’ 
experience, 


S. T. JOHNSON CO. 


| | 
Distributors Wanted | |} 940-950 Arlington St., Oakland, Calif. 
1} Factory Branch Offices: 
San Francisco, Sacramento, Philadelphia 
Dealers Everywhere 
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We couldn’t afford to say E-Z Radiator 
Hangers are adapted to any ordinary wall 
construction unless we KNOW! Two-by- \ 
four studding has all the strength needed to \ 
hold the pull on the anchor bolt. \ 


HEALY-RUFF COMPANY \ 
770 Hampden Ave. -- St. Paul, Minn. \ 


“A big help to customers”’ 


OO CT AT Ge NIN) QL) 


SPECIFY 


For FERRULES 














and you will learn what real 
ferrule service is! Trap Screw 
Ferrules, as illustrated here, 
in 5 sizes in extra heavy cast 
iron with brass plugs. They 
are backed by the usual 
“SAACO” service and guar- 


antee. Write for our complete catalog. 


Sanitary Co.ofAmerica _,_,, 
LINFIELD, PA. 
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A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 
HUMPHREY COMPANY 
(Div. Ruud Mfg. Co.) 
Kalamazoo «: +: Michigan 
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Deep Well 
Pump 


Not only Shallow Well, 
but also Duro Deep Well 
Pumps at lower prices! 
Think what this means 
for you! How can Duro 
do it? By increased sales 
and greater production. 


Line up with Duro and 
get the benefit of Duro 
Quality, Duro Economy, 
Duro Service and DURO 
PROFITS. 


Send for complete details. 


THE DURO COMPANY 
1109 Menument Ave. Dayton, Ohie 
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resharpening or replacement. A large metal tray located 
beneath the machine provides a place for extra tools and 
parts. 

The net weight of the machine is 460 pounds. It is 54 
inches high, 24 inches wide and 42 inches long. It will 
produce nipples 34% inches long or longer on 2-inch pip», 
and nipples 3 inches long or longer on the smaller sizes 
It is equipped with a 
motor that can be operated from an ordinary electric light 
socket. 

A grinding attachment for grinding the dies and cutting 
tools can be furnished and this attachment may be fastened 


| to the back of the machine and driven by a belt connected 


with the motor. 

Each machine is shipped assembled and so is ready for 
operation as soon as received. It is furnished with dies 
and bushings from % inch to 2 inches, cutting-off and 
chamfering tool, reamer, chuck wrench and 10 feet of 
with connector. Die heads and dies for threading 
\%-inch and %-inch pipe, also an attachment for produc- 
ing “%-inch to %-inch bolt threads can be furnished. A 
pipe support for holding long lengths of pipe is furnished 
with each machine as regular equipment. It is rigid and 
does not need to be bolted to the floor. 


cable 
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September 15, 1906 


San Francisco is making progress in clearing away 
debris, and 700 permanent structures are being erected. 
The first big job after the earthquake and ensuing fire 
was to get the roadways cleared so that teams and street- 
cars might be moved. Railroads were granted permits 
for temporary tracks on nearly all business streets of the 
town. One-story frame and corrugated galvanized iron 
buildings are going up on every hand. 

' ———-+-- 1906 

The Master Plumbers’ Association of New Haven, Conn., 
has been incorporated. Thomas J. Groark is president. 

1906 

Bradford Borden, of Warren, Ohio, has received a pat- 
ent on a pipe-threading machine. The patent has been 
assigned to the Borden Company. 

1906 
The Carson-Payson Company, of Danville, Ill., has been 
incorporated with a capital stock of $25,000. 
1906 
The Chicago North and Northwest Sides Master Plumb- 
ers’ Pleasure Club will start today, September 15th, on sts 
long-planned fall outing to Starved Rock, Ill. The party 
numbering about sixty will leave for Utica, IIl., on the 1 
o'clock train, and Starved Rock will be visited on Sunday 
: 1906 

President R. B. Moodie, of the National Association of 
Master Plumbers, has sent out a call for a meeting of the 
executive board of that organization to be held at Cam- 
bridge Springs, Pa., on September 20th. 

1906 

Joshua Regester, the founder and senior member of 
the J. Regester’s Sons Company, of Baltimore, Md., died 
recently at his home in that city in his ninetieth year. 
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PLANS ALREADY BEING MADE FOR 1927 NATIONAL | 
CONVENTION 

Oscar Bergerson, secretary of the Minneapolis, Minn., 
Master Plumbers’ association, has asked the civic and 
commerce association to reserve the new Minneapolis | 


auditorium from June 20 to 26, 1927, for the annual con- | 
| 


vention of the National Association of Master Plumbers. 








DENVER ASSOCIATION ENJOYS ANNUAL OUTING 


contests were held throughout the day, and Denver com- 
panies as well as manufacturers of plumbing and heating 
supplies furnished prizes for the occasion. The committee 
in charge of the day’s activities was as follows: V. A. 
Kiser, chairman; Guy Stocking, Robert Demmer, Fred 
McGee, Carl Jaenson, Frank Bordeau and F. H. Hanlin. 


| 

The Denver Master Plumbers’ Association held its an- | 
nual picnic Sunday, August 29, at Elitch’s Gardens near | 
Denver, Colo. A number of diversified and interesting | 
| 





CHICAGO “HEATING TRADES" HOLD LIVELY 
TWO-DAY OUTING 

The twelfth annual ‘‘Heating Trades’’ outing of Chicago 
was held at the Sylvan Beach Hotel, on Channel Lake, 
near Antioch, Ill., September 11 and 12. The trip to the 
lake was made on the train or in automobiles, and by 
Saturday afternoon a good sized crowd was on hand. An 
interesting program of events was run off during the two 
days, and everyone appreciated the opportunity to get 





together with other men in the heating trades of the city. 

The committee in charge of the arrangements for the 
outing, and to whom the credit is due for its unqualified 
success are: Louis T. Braun, Thomas I. Magan, George 
A. Henrich, George Lavelle, Charles G. Lamb, Fred Dilzer, 
James A. Doherty, J. W. Story, Arthur B. Martin, C. E. 
Barrows, David Kennedy and John Krez. 








NEW MEMBERS OF SALT LAKE ASSOCIATION’S 
GOVERNING BOARD 

The Sanitary & Heating Engineers Association of Salt 
Lake City, Utah, recently elected P. G. James and J. D. 
McAllister members of the governing board to fill the 
unexpired terms of William A. Bywater and Pomeroy 
Spencer, resigned. Mr. Spencer gives business reasons for 
resigning and Mr. Bywater, having been appointed a mem- 
ber of the National board of directors retired for the pur- 
pose of devoting more of his time to National associa- 
tion work. 





TO HOLD JOINT MEETING AT WHITE APRON CLUB 


A joint open meeting of the Lower Bucks and Mont- 
gomery County, Philadelphia Suburban and Chester Mas- 
ter Plumbers’ Associations is to be held at the White 
Apron club, on the West Chester pike, near Philadelphia, 
Friday evening, September 24. The meeting, which is 
open to all master plumbers, journeymen, manufacturers, 
wholesalers and others interested will be addressed by C. 
W. Wanger, president of the Woodward-Wanger Co., 
Philadelphia. Mr. Wanger will deliver one of his ad- 
dresses on merchandising, which created so much interest 
at the New Jersey and Pennsylvania state conventions 
this year. It is hoped to have short talks from other 
prominent manufacturers, too, among them H. S. Maddock 
of Thomas Maddock’s Sons Co., Trenton, N. J. 

Members of the committee ask that everyone meet at 
either Memorial hall, Willow Grove, at 7 p. m., or Paul 
B. Greger’s office at Glenside, at 7:15. From these points, 
busses will be provided to take all guests to the club in 
a body. 








A $750,000,000 market has been opened 
by the Duro Automatic Water Softener. 
The country-wide demand for the Duro 
Automatic has already taxed the capacity 
of our factory. Duro is building a larger 
plant, to increase production. 


Orders—repeat orders from dealers mount 
higher and higher each day. WHere’s your 
opportunity for real profits. Write today 
for complete details. 


THE DURO COMPANY 


1109 Monument Ave., Dayton, Ohio 


Be Oputomatic 


ter Softener 
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NORTH CAROLINA ASSOCIATION'S FALL MEETING 
FEATURED BY PRESIDENT'S REPORT 

The North Carolina Association of Plumbing and Heat- 
ing Contractors held its fall meeting in Charlotte, N. C., at 
Hotel The meeting was a part of the ‘“‘Con- 
vention of the Allied Construction Industries” of the state, 
which was also attended by architects, engineers, general 


the Selwyn 


contractors, sheet metal contractors, electricians, and the 


tile and roofing interests 
held 


ball at 


Registration was afternoon and evening, 


Hotel Charlotte taking 


Tuesday 
September 7, with a the 
place at nine p. m., 

Wednesday morning, the opening session of the meet- 
ing was held in the Selwyn, and master plumbers from all 
attendance E. R. Harding, of 
Greensboro, president of the association was in charge of 
with the 
statement that inasmuch as there were only a few routine 


over the state were in 


all the meetings, and he opened up the session 


matters of business to be taken up, he would give a re- 
port on the activities of the association. 
President's Report 

President Harding reported that the membership of the 

association now numbered 70 as against 40 at this time 

last year, an increase of 75 per cent In addition he said 

that there been a good 


have number of applications re- 


jected for various reasons. As a part of his report, Mr. 
Harding read that of Secretary-Treasurer John C. Parrish 
of Durham, in which 
healthful 


tell of some of the plans the association has for direct ad- 


he showed that the association was 


in a very financial condition. He went on to 


vertising to help its members by the free distribution of 
stickers, window transparencies and rubber 
He also told of the plan to canvass 


fixture labels 


stamps of guarantee 
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all builders with a series of direct mail letters within a 
few days. 
The president stated that there were no committee 


ports to be rendered, and continued his report by stating 
that in only one case had there been any necessity to make 
good the guarantee sponsored by the association. And by 
the time the matter was settled, Mr. Harding believes the 
off than the incident ox 
A general discussion on the subject of the guar 
antee followed, and Henry E 
the 
curing of a general bond by the association, and individual 
President Harding said 
had some talks with a representative of a 


association was better before 
curred. 
Longley of Wilmington, past 
president of National association, advocated the se 
bonds by each of its members. 
that he 
bonding company along those lines, and would follow it up 
By a Paschall, of Dur 


ham, was authorized and requested to secure a bond to the 


had 


further. unanimous vote, L. P. 
association, the expenses to be borne by that organization, 
and the bond to be subject to the inspection of the ex- 
ecutive committee of which he is a member. 

The question of a quantity survey such as the one now 
brought up in 
but Mr. Longley ex 
plained that the association was not yet large enough to 
be able to finance such a survey. No formal action 
taken on this suggestion. 


being used in Chicago, was conjunction 


with the discussion of the guarantee, 


was 


In a general discussion, in which nearly every one took 
part, a state code was discussed at length, with the idea 
in mind to decide the best way in which the association 
procure one. As chairman of the legislative com- 
Mr. Longley stated that his first 
October when 


could 
would be 
in the trade throughout 
the state would be canvassed with the idea of selling them 


mittee, move 


made in the men 





The 


“Red Brass Fitting Line” 


Round or Flat Bead 


All Styles 


Make the Phoenix Brass Foundry Trademark 
your purchasing guide in Brass Fittings. 


O 


Phoenix Brass Foundry 


FITTINGS Te 
FERRULES 


Irvington, - N. J. 
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a desire for a code. This canvass would be followed by 


one of other trades, professions and lines of business. As 
a whole the code will be treated strictly as a health meas- 


ure, and as such will be brought before all health officers 

for consideration. The 
The subject of labor replacement charge was also 

brought up for discussion, but no formal action was taken RATHBUN 

or recommended. It was brought out that such a charge 

should be fixed, and should not include overhead or profit. 

Several proposals were made to be taken up at the next 


e 
meeting of the association, but no formal action was taken | Automatic 
on them, and the meeting adjourned. } I 


Sennen naar sae aetna aka 





— « 
rear eras 


After the group meetings Wednesday morning, the en- 
tire gathering met in the city auditorium to discuss 





a eee 


matters of general interest to the entire building trades 
of the state. A great many interesting talks were de- 


* 


Drainer 


livered, and the members of the state master plumbers’ 
association benefited greatly by the opportunity to meet 
with fellow members of the building trades. The follow- 
ing prominent men were invited guests of the meeting: 
Governor McLean, Governor Morrison, Senator Simmons, 
Max Gardner, Congressman Bulwinkle, Judge Parker, 
David Owens, Ward Wood, H. M. Victor and W. C. Wilkin- 


son. 





can be installed on any type of vent storage 


i > Je »sdav ave j , 8 »Ssi was AW > € € - = “4 
The Wednesday evening session was devoted to a ban tank is readily portable and although 4 


quet in the Chamber of Commerce dining room. Thursday, weighs but 49 pounds discharges 3000 gallons i 
the last day of the meeting, was featured by a visit to per hour. RATHBUN Sump Pumps are fur- if 
Chimney Rock and Lake Lure. Those in attendance were nished for odd voltage or cycle of current ] 
the guests of “Chimney Rock, Inc.,’’ and were entertained demanded. A 
at luncheon by that company. Write for Details 








—— 
nt 


NORTH CAROLINA BUILDING TRADES ORGANIZE— ° ° 
NAME LONGLEY PRESIDENT The Rathbun Co., Detroit, Mich. 


Plumbing and heating contractors, architects, electrical 


i 





contractors, general contractors, roofing and sheet metal 
contractors, plastering and tile .contractors, wholesale 


hardware dealers, and material dealers of North Carolina 
met in Charlotte on September 8 at the call of William 
H. Peeps, a leading architect of the state, and formed an 
association which is to be known as the “Allied Construe- 








— 


tion Industries. 
resented, approximately 250 men being in attendance at 
the meeting. 

Under a temporary chairman the meeting was called to 
order and a representative of each industry present was 
called upon to make a ten minute speech. Henry E, 
Longley of Wilmington, N. C., past president of the Na- 
tional Association of Master Plumbers, was called upon to 
speak for the master plumbers, and later was unanimously 
elected first president of the newly formed organization. 

Appointment of a board of directors and of all commit- 
tee men, and the formulation of a constitution and set of 
by-laws was placed in the hands of the newly elected 


Sach industry interested was well rep- 
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president. 

Master plumbers of North Carolina are not only proud 
of the fact that one of their leaders has been chosen to 
head this important new organization, but feel that it is of 











great interest to plumbers in other parts of the United Seauty of design and color tyles that keep pace with the 

36 tim production methods that in ut e freedom from blemishes 

States. seal accuracy of fit—these are the ctors responsible for the 
Wilbur R. Dosher, past secretary of the National Asso- high standing of Rundle ware with the public and the trade 


Write for catalog and name of Rundle jobber. 


ciation of Master Plumbers, in commenting on the new 
association said: ‘In my opinion, the plumbers throughout RUNDLE MANUFAC u _— co. 


the United States could, by starting similar organizations 


in other states, be a great help to the building industries 
and the general public, as it is through such association 


work that we learn to know and understand the problems Plumbers’ SanitarvEnameled Ware 
that confront other organizations that are connected with SQ) War 


the building industries. I feel that the public will in due E& mS 


time feel the benefit of such an organization. 
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Once an Oatey Flashing 

is installed it stays there. 

Its pure lead collar makes 

caulking easy and is secured 

to the epron under pressure | 

while hot, making it AL 

WAYS DRY 

1. Designed to fit Extra-Heavy soil pipe without fitting or 
trimming collar 

Fits all standard pipe. Angle of collar allows for proper 
caulking without buckling or breaking. 

Can be installed on any angle up to 45°. 


| 
. Can be installed on fat roofs as easily as on pitched. 





Write for prices 


L.R.OATEY CO. 


gw 5500 WALWORTH AVENUE, CLEVELAND, OHIO * 
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SoWATER 
HEATER 











furnishes a reliable and 
trouble - proof source of 
abundant hot water at ex- 
tremely low cost. Where 
gas is not available, this 
handy heater is an absolute 
necessity. You can add 
substantially to 
your profits by 
placing the OHTO 
Kerosene Water 
Heater on display 
and pointing out 
its numerous ad- 
vantages to your 
local trade. 


BEUEeeneeee 


OHIO HEATER CO. 
COLUMBUS, OHIO 
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Convention Dates 


September 22.--Conference on Simplified Practice by Manu- 
facturers of Vitreous China Plumbing Fixtures, Wholesalers, 
Retailers (Plumbers) and Users, at Commerce Building, Wash- 
ington, D. C., under the auspices of the Simplified Practice 
Division of the U. 8S. Department of Commerce. Invitations 
will be issued by the Department of Commerce. 

September 28, 29, 30, and October 1.—The annual meet- 
ing of the American Society of Sanitary Engineering, at 
Washington, D. C., with headquarters at the Lee House 

October 11-15.—The eighth annual convention of the Amer- 
ican Gas Association, at Atlantic City, N. J. 

October 13 and 14.—Fall meeting of the Eastern Supply As- 
sociation, at Hotel Astor, New York City. 





October 20 and 21.—Fall meeting of the Central Supply As- 
sociation, at Hotel Sherman, Chicago. 
November 11 and 12.—The sixth annual Conference of Ad- 











vertising and Sales Managers, at Palmer House, Chicago 


April 5, 6 and 7, 1927. 
ican Oil Burner Association, at Buffalo, N. Y. 


May 17 and 18, 1927.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 





Outings, Picnics and Golf Tournaments 

September 18.—The September meet of the Heating and 
Ventilating Golf Association of Philadelphia, Pa., at the 
Aronomink Country Club. 

September 19.—The annual picnic of the Oakland, Berkeley 
and Alameda, California, Master Plumbers’ Association, at 
Alvarado Park. 
21—The monthly tournament of the Metropol- 
Hack- 











September 
itan Trade Golf Association, at Hackensack Golf Club, 
ensack, N. J. 

September 21.—The 
Miami Valley 
Dayton, Ohio. 

September 22.—Fourteenth annual outing of the Master 
Plumbers’ Association of Lynn, Mass., at Ferncroft Inn, Mid- 
dieton, Mass. 

October 15.—Monthly golf tournament of the Plumbing Con- 
tractors’ Association of Chicago, at Olympia Fields Golf Club. 


Obituary 


Samuel C. 


monthly tournament of the Dayton & 
Golf Association, at the Dayton Country Club, 


Samuel C. Brown, one of 
the old timers in the plumb- 
ing and heating business, hav- 
ing been in business for him- 
self in Los Angeles, Calif., 
since 1882, died at his home 
in that city, on August 24, in 
his 78th year. Mr. Brown 
was born in New York state 
and his family moved to St. 
Louis, Mo., the city in which 
he learned his trade. From 
there he went to Denver 
where he engaged in the 
plumbing contracting business 
under the name and partner- 
ship of Kieffer & Brown. In 
1882 Mr. Brown founded and 
organized the S. C. Brown 
Plumbing, Steam & Gas Fitting Co. in Los Angeles. 


William B. Quinn 
William B. Quinn, a master plumber of Baltimore, Md., 
died recently at his home in that city. His demise will be 
mourned by men in the trade in Superior, Wis., and in 
Rochester, N. Y., in both of which cities he was well 
known, as well as in Baltimore where he conducted his 
plumbing business at 741 McCabe avenue. 




















Samuel C. Brown 




















THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








NEWARK MASTERS PICK DAMP DAY FOR OUTING 


September 2 was a gala day for the Newark Association 
of Master Plumbers, although rain in torrents held some 
of the less hardy from attending the annual outing at 
Charlie Cline’s Grove, Oakland, N. J. In spite of the 
inclement weather, President Fred J. Engelberger and 
Chairman George Baumann, Jr., of the outing committee, 
kept things moving at a lively gait in the pavilion. 


The plumbers beat the salesmen at broom polo 13 to 10, 
and each member of the winning team won 25 excellent 
cigars for his efforts. In the running jump event, E. 
Dormer was first and J. Bernie second, both receiving 
first aid packets. A tug of war was won by the plumbers 
who received pencils. 


The two teams lined up as follows: 


Salesmen Plumbers 
F. Buehler Marshall 
W. White Hoffman 
M. Radlen Stuzts 
James Cleary Wiessen 
W. Carmichael Homer 
H. Underwood Waughnagel 


A parlor car bus left Newark at_12:30 to carry the late 
comers and carried among others J. J. Corcoran of Jersey 
City, past state president; Joseph Sprouls of Jersey City, 
state organizer, and Gus Krieger of the North Hudson 
association. State President Walter Grub and State Sec- 


retary A. A. Taaffe of Newark were also present to greet 
all in attendance. 

Because of the rain, card games of all kinds were very 
popular and most everyone present indulged in some form 
or other. Luck was impartially good to all, and when 
the dinner bell rang everybody was ready. 

A dinner of quantity for a giant and quality for an 
epicure was served. It consisted of steamed clams, corn 
on the cob, sweet potatoes, steamed chicken, and whole 
lobster, and was greatly enjoyed by all present 

The committee, consisting of George Baumann, Jr., 
chairman; Otto R. Groel, Frank Miller, Joseph Miners, 
Joseph H. Palmer, August Struening, James F. Smith, 
Ira Morris, James N. Sheriden and President Fred J. 
Engelberger, ex-officio, did everything that was humanly 
possible to make the outing the real success it was, and 
are to be complimented for all their efforts. 

BUFFALO ASSOCIATION HOLDS STAG OUTING 

The members that attended the fourth annual outing of 
the Buffalo Master Plumbers’ Association certainly started 
the month in good style. Over 300 men connected with 
the plumbing, heating and supply trades gathered Wednes- 
day, Sept. 1, at Dold’s Wheatfield Farms to enjoy them 
selves, and that enjoyment was noticeable throughout the 
entire day. 

Several large serving tables were scattered around 








Group photograph of those attending the fourth annual stag frolic of the Buffalo (N. Y.) Master Plaumberw Association, 
held at Dold’s Wheatfield Farms on September 1 
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first section of group photograph taken at the recent annual outing of the Pipe Trades Industries of Minneapolis, Minn, 


where food of all kinds including clam chowder, steamed by the participants. The hundred yard dash winners were 


clams, lobsters. chicken, hamburgers, hot dogs and plenty Vessrs. Siefert, Hutchings and Shank; the wheelbarrow 
to drink was to be had An orchestra played on the race was won by Messrs. Siefert and Rasp with Messrs 
grounds and several quartets tried to out-sing each other Hilborn and Elsaesser second. Messrs. Shank, Hutchings 
during the afternoon and Hilborn came out ahead in the fat man’s race while 


Messrs. Casey, Rasp, Clark, Brenner, Fladd, Shenk, Ting- 
ley and Kruse won the prizes in the ball rolling contests 
The shot put laurels were won by Messrs. Hutchings, Bray 


After the group picture was taken, the crowd moved 
toward the athletic field where the races and ball game 


were staged The ‘“‘West Side of Main street’’ plumbers 
and Leins, while Messrs. Hilborn and Elsaesser and 


played the East Side and the West won a hard fought 
Zablotney and Dispasquale won the three-legged race 


battle by the score of 13 to 6 


Eleven Rochester plumbers were present, including ey 
Martin Utz, vice-president of the New York State Associa DELAWARE COUNTY MASTER PLUMBERS’ OUTING 
tion, Frederick Fladd and Louis Yauchzi Plumbers The Delaware County Sportsman's Association Park 
from Tonawanda, North Tonawanda, Dunkirk and many Middletown, Pa., was the scene of the annual outing of 
of the nearby towns were also present the Delaware County Association of Master Plumbers on 


In the athletic events several interesting races and con Saturday, August 28th. 


tests took place, and a great deal of enjoyment was had A large crowd gathered early in the afternoon at the 











Toep picture: Some of those who attended the Buffalo frolic. Top row, left to right: William Martin, American Brass Con 
—Widdle picture: i. Fleishauver, manager of the Buffale as- Waterbury. Conn.; W. F. Trandt, F.C. Trandt and G. Schushan, 
sociation, and Carl Johndahi, chairman of outing committee. all of Taber Pamp Co., Buffalo.—Middle picture: The start 


—Hottom picture: The Rochester group, including Martin of the three-legged race—Bottom picture: One of the man) 
Uts, vice-president, New York State association; Louis happy groups enjoying the swings, at the fourth annua! stag 
Yauchsi, past National director, and Frederick KE, Fladd frolic of the Buffalo Master Plumbers’ Association 
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Second Section of group photograph taken at the recent annual outing of the Pipe Trades Industries of Minneapolis, Minn. 


park and it was not very long before the committee in 
charge, headed by W. F. White, chairman, started the 
athletic contests. 


The plumbers started the program right by emerging 


victors in the ball game beating the supply men to the 


tune of a 12 to 8 score in five innings. 

In the field events, Miss D. I. Downey of the Turner 
Supply Company, Chester, Pa., out-clothes-pinned all of 
her married sex by winning the clothes line hanging con- 
test This event was run off in heats and in the final 
Miss Downey beat Mrs. E. J. Ford by one garment. 

Miss Boyer of Turner Supply Company won the ladies’ 
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Paul Type'B" Soft 
Water Geneiator ~~ 


ROGRESS has produced a new and better 

double action softener that is quickly regener- 
ated, and tho small in size, higher in efficiency be- 
cause the double wash of the mineral bed assures 
maximum capacity after regeneration. The double 
wash is assurance against packing or channeling of 
the mineral. Ask us about it! 


FORT WAYNE ENGINEERING & MFG. CO. 
1706 N. Harrison St., Fort Wayne, Indiana 








quoit-pitching contest. The bottle contest for children 
drew numerous entries, but Miss May Burk took first 
honors. In the bottle contest for women, Mrs. Robert 
James was declared winner 

The fat men’s race proved the thriller with Pete Hani 
gan showing his heels to the others in this event. A 
wheelbarrow was produced for Lew Puls for this event 
but he came through with colors flying, although not in 
the money. 

Mrs. Horace White won the peanut race after a hard 
struggle. In the stout ladies’ race the entries called for 
200 pounds and over, but it was required to scratch all 









E Best 
3 to Test ~ 


| 

O “Of course we know Bead Chain is unex- 
| 6 celled for plumbing use. You rather think it is 
| ° yourself, but it is best to test it. Order samples 

© from your jobber and try out these features 

| 6 strength, construction, couplings, non-kinka- 
6 bility, cleanliness, and the solid nickel silver. 
|O It is best to test it 
| 5 best.” —Bill Bead. 


for the test will show it’s 
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; BEAD CHAIN 
° 

‘ Trade Mark Reg. U.S. Pat. Off. 


) The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 





© Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
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Third and inst section of group photograph taken at the recent annual outing of the Pipe Trades Industries of Minneapolis, 


Minn. 
for being underweight After a hard run, Mrs. Walter The plumbers and the supply men met in a volley ball 
White crossed the line a winner game, and once again the plumbers licked the supply 
The marshmallow contest produced a champion in Miss men. 
E. Roads, who was the winner in this event. Jos. Covington won the clay pigeon shooting contest 
In the 100 yard dash for ladies, Miss M. I. Downey’ breaking so many of the little clay birds that the scorer 
again pushed to the front to win the event. lost trace of them. He did announce, however, that Con 
May Burk won the race for the children. In the bal- trad Muhley broke one pigeon in his turn. 
loon contest, Mrs. Robert James was victorious. This wound up the athletic events for the day, and in 


The biggest event of the day was next. It was the pie the meantime the committee members, W. F. White, 
eating contest. Dick Puls was declared the winner. May chairman, E. J. Ford, H. W. White, Thos. G. Shaffer, 
Burk won the Charleston contest, and in the children’s Wm. M. Burk, Jr., and F. W. Simmons, were preparing 
balloon contest, E. Taylor blew the hardest. the fires for the big feast—the corn boil. The day would 
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ROSPECTS for the 
sale of the Holyoke 
Kerosene Water Heater 
are all around you. 


Let us help you interest 
these prospects. A post 
card will bring these helps 








HOLYOKE HEATER CO. 


HOLYOKE, MASS, 
U. S.A. 
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Heaviest standard tank fittings made 


THE ? 
INDIANA | 
BRASS COMPANY | 
| Frankfort Indiana } 


Largest exclusive producers of tank fittings 
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This is the Pop-up Waste 
the Plumbers DEMAND 


“The Vallier”’ 


SIMPLE and DURABLE 


No set screws or cotter pins— 
positive in action — plunger 
cannot close until released. 


BUILT FOR QUALITY 


J. B. WISE, Inc. 
Watertown, N. Y. 





st Top picture: The committee in charge of the outing: W. F. 
White, chairman, of Chester, Pa.; E. J. Ford of Media, Pa.; 
H. W. White and Thomas G. Shaffer, both of Chester; William 
n M. Burk, Jr.. Marcus Hook, Pa—Middle picture: Group of 
ladies and children attending the outing.—Bottom picture: 
The victorious plumbers’ baseball team.—Photographs taken 
at the annual outing of the Delaware County Master Plumb- 
ers’ Association 





not be complete without a contest in this event, so Jim 
Roads and George Diecius set out in a corn eating con- 
test which eventually ended in a tie. There were enough 
corn cobs lying beside these two contestants to keep a 
farmer’s wife in fuel for a week.. 





YOUR JOBBER CAN SUPPLY YOU 





























RANGE BUILERS 


Riveted 
Rivet-Weld 
Welded 


Sure-Tite 
(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 
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The ESTABROOK 
Catch Basin 


is built for long and hard serv- 
ice — without repairs. It is de- 
| signed for draining yards and 

other outside areas. Write for 
| catalog featuring ESTABROOK. 
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Top picture: Mr. and Mrs. F. W. Simmons and family arriving Specialties today. 
at the picnic»—Middle picture: A group of employes of the 
Turner Supply Co., Chester, Pa—Bottom picture, front row: 


’ 
E. J. Ball, W. J, Nyemetz and R. 8. Parvis; back row: W, J. R. Estabrook s Sons 
“Carr, J. Covingtpm, Brooks Darby and J. F. McCollough, all 


| of the Brid (o—Photographs taken at the annual outing 204 First St. . , South Boston, Mass. 


of the De e County Master Plumbers’ Association om: me «mm ame «ame =o Se tm 
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More than 250 ears of corn were on hand for the crowd 
o'clock the last This 


best outings this association has ever 


and by nine ear was consumed 


ended one of the 


held 


PLAINFIELD AND VICINITY OUTING FAVORED BY 
WEATHER 
Association of Plainfield, N. J 


on Satur 


The Master Plumbers’ 
and Vicinity held its annual outing at Metuchen 
day, August 28 Sunshine in abundance helped the com 
mittee function in a very hospitable way 

Homer's Peddlers as they were 


The salesmen, or Harry 


nicknamed, were on the very short end of the, baseball 
score, the final tally being 10 to 5 in favor of the masters 
Devore of Richardson & Boynton pitched for the Peddlers, 
but the outfield 


until it was Secretary Elmer Terry who caught 


infield was wabbly and the chased flies 


exhausted 
for the masters and Financial Secretary Edward Krausse, 


who played third, gave George Perry, the pitcher, giltedge 


support THE LINE-UP 
Plumbers Peddlers 

(ieorge Perry D Devore p 
Elmer Terr, Patterson ( 
F. Winn Ib Galbraith Ib 
‘ Nevylon 2b Terhune 2b 
KE. Simon . Madder ss 
Ee. Krausse ib Tiger 3b 
H. Taub rf Homer, Captain rf 
F. Ltinsky ef (ireen cf 
(, Bremner If Brown If 

A. Perry, F. Broshart, F. Yonkers and Monroe Terry, 
captain, were substitutes for the plumbers’ team. The 
umpires were A. F. Littel and Jas. C. Walker, plumbing 


inspectors of Plainfield 
Frank Binsky of the 
awarded a gas water heater 


winning team of plumbers was 


for his all around playing 


xX 


I 
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The plumbers won the tug of war, after the strain of 
uprooting a tree which the salesmen used for an anchor 
and had broken the rope E. Simon of the winners re- 
ceived a gas water heater for the strongest pull. 

The Plumbers’ pipe polo contest was a source of amuse- 
ment to all. Pipe was used as horses, force cups on sticks 
as mallets and a hard rubber tank float for the ball. After 
many “barked” shins the plumbers finally beat the sales- 


men 2 to 1 


THE LINE-UP 
Plumbers Salesmen 
I Winn Goal ee Terhune 
I. Neylon CS ee ie ee Watson 
I’, Binsky Grane Mmeeper Of ..wccse savas Devore 
the right 
i. Krausse Tackle Holbrook 
H. Taub Short Stop Patterson and Tiger 
H. Taub received a 30 gallon range boiler for his effi 


in hitting every salesman in the line-up over the 

‘**Pat’’ Neylon 
and has a com- 
Monroe 


crency 
shins with the business end of his mallet. 
showed his heels to the field in the dash 
pletely equipped repair kit for his loss of breath. 
finished first in the fat man’s race and 
Nick Cody, chairman of the outing committee, 
Patterson of the Morgan 


Terry won a 
toilet seat. 
ran a special race against K. J 
Bronze Co. and won easily, a prize to be purchased by 
Edward Hannon, vice-president of the association. 
Standard Sanitary Mfg. Co.'s three legged team of C. 
Holbrook and K. Watson won the event without any effort 
and carried away a lavatory. Edwin Peterson ran back- 
wards faster than the field and can now use a service kit, 
which is completely equipped. Treasurer A. F. Neuman 
the jumper and received a 
combination sink faucet. Edward Krausse threw a base- 
ball bat farther with both hands than anyone else and re- 


was champion broad china 


ceived six one-quart cans of boiler liquid. 
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Plate for every place 


x) 


ge eS 
a C2 
> 4 P4 
- am 
se BS 
‘ot is what we are prepared tofurnish. Of course most of your a 
= requirements fall within one or two styles and a half dozen a 
S27 sizes of Plates, but conditions vary. Here and there you Se 
oS will find it desirable to use cast iron Plates or brass Plates. Os 
oS Some times you need Plates with an extra elevation or 25 
SS Plates with narrow rims to avoid the tedious process of oor 
SS cutting to fit in close places. Or perhaps you need Plates S2 
Se) for 4 or 12-inch pipe—they are always in Beaton & Corbin o< 
es stock. These are just instances to show conditions that a Ios 
>} complete line meets for you. In a word, this is a service = 
™ which stands as an auxiliary and supplement to our work % 
o<, in supplying the market with the three best sellers— Sd 
. 

oS No. 10 No. 20 No. 9. a 
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Top picture: A group of master plumbers attending the out- 
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ing. —Middle picture: Harry Homer's salesmen, losers of the | 
baseball game.—Bottom picture: The master plumbers ball | 
team which defented the salesmen, at the annual outing of 


the Plainfield (N. J.) association 


Underhand stone throw was won by A. F. Neuman, and 


W. C. Krausse placed second, both winning special prizes | 


while a special prize for the mice and men contest was | 


won by A. F. Neuman. 
champion and now has three dozen tank balls. In the 
high kick event, George Kirch seemed to have more in- 
spiration and won twenty-five pounds of pipe joint cement. 
8. T. Galbraith was best at filling straights and was de- 
clared the poker champion, winning six hard rubber tank 
floats. 


William Hayes was the quoit 


President George McVoy was on hand with a megaphone 
running off the events. An excellent clam bake was served 
with lobster, chicken and all the trimmings which the 
whole crowd ate with much pleasure. Samuel Macaulay 
of Scotch Plains was the door prize winner, the prize 
being a storage heater. 

Late in the evening the party broke up with everyone 
making a motion that the committee, composed of Nick 
Cody, chairman, Chris Hoagland and James Tenna, be 
made a permanent one, due to its efficiency and hospitality. 


ASBURY PARK MASTER PLUMBERS’ OUTING 


The annual outing of the Master Plumbers’ Association 
of Asbury Park, N. J., scheduled for Manasquan, N. J., on 


September 2, was not as successful as it would have been, | 


had the weatherman been more lenient. However, water 
hever stopped a true master plumber, whether it comes 
in pipes or overhead, and the affair was held as scheduled, 
with the substitution of the Masonic Club for Perrine’s 


Woods. 


| 
} 
} 


| 
| 


Of course, nothing quite took the place of the baseball | 


game, which tradition says shall be played on the clean 
White beach sand just outside the woods, and which must 
always be won by the plumbers. Indoor games were in 


| 





Uniflow Water Softeners 


Sagi Seat and Simple in Design. 
here are no unnecessary Devices to get 
out of order 


Easy to Install—Softener shipped complete, 
ready to install, only three simple con- 
nections. 


Easy to Operate—Just four standard valves 
that a child can operate. 


Low Cost—The Size No. 1, gives 600 gallons 
of soft water at 20 gr. hardness between re- 
conditioning periods, and costs only $100 
list. Size No. 2, $150. Size No. 3, $190. 
Size No. 6, $375. 


Large Discount —Write for Bulletin No. 40. 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. a8 Dayton, Ohio 
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PABST Nipples are 
Superior Nipples 







so be sure and specify 


° 
‘“‘PABST” next time. They | 





are right to size, made from 
new pipe and have clean, 
sharp threads. 


The Same old name since 1844 


FRED PABST CO., Mfrs. 


917 Chestnut St. Milwaukee, Wisc. 























9 6 8 6 Oe 6 Oe 6 Oe 6 Oe 6 OC ss 






fora 


“CENUINE BARNES” 


For 43 years the “Genuine 






Barnes” —the original 3-wheel 
Pipe Cutter has been used 


all over the world 


The Barnes Tool Co. . 


New Haven, Conn. 
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“EAFCO” 


a) # Combination 
z MF Rainleader 

ew and 

— Cesspool 

like all other Eastern 

Foundry products is con- 


structed of the best cast 
iron. It can be depended upon to stand up under years of 


hard service. 
Main Office and Factory 
The Eastern Foundry Co. awn mag se 
Manufacturers of all kinds of Plumbing Specialties, Cast Lron Closet 
Connections, Soil Pipe and Fittings, etc 
Philadelphia Office: 940 Drexel Bldg. New York Office: 50 Church St. Boston 
Office: 428 Old South Bldg. Pacific Coast: San Francisco, Seattle, Los Angeles 
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order, however, and the large crowd which defied the Henderson defeated a team composed of L. Soperito, J, 
elements was far from bored, especially when Salesmen !mery, George Guder, R. McDonough, and J. Barton. A 
R. M. Rhodes and W. P. Jones put on their impromptu West Hudson aggregation, however, out-tugged a team 
magician show. of Passaic plumbers in the tug-of-war. There were three 
Secretary Paul Broome, chairman of the entertainment 100-yard dashes. In the first, which was for journeymen, 
committee, and his assistants, Harry O’Brien, Charles J. Henderson won, while George Girssler defeated a field 
Loveman and William Brighton, had picked chefs who can of master plumbers. Miss Dunn triumphed over the 
dish up a shore dinner indoors as well as outdoors, and ladies. 
the dinner department suffered from the rain not at all. 
Masters and salesmen alike partook of a splendid repast, 
which ran all the way down the scale from steamed clams, 
through chicken, to the traditional watermelon. 


SOUTH BERGEN MASTERS HOLD SUCCESSFUL 
OUTING 

The unusually beautiful weather on Saturday, August 
28, was used to full advantage by the members of the 
South Bergen, (N. J.) Master Plumbers’ Association for 
their annual outing. The craftsmen in company with their 
families and friends gathered at Klein’s Grove, Oakland, 
N. J., where a day of field games and feasting was thor- 
oughly enjoyed. It is next to impossible for any one at- 
tending these affairs not to forget his business cares for a 
few hours and become engrossed in the fun. The South 








f . Left picture: M. W. Hobin, president of the association with 
Bergenites had a committee in William Wilson, chairman, his family.—Middle picture: Roy Schleich, president of the 
F. Margeit, C. F. Gland, Charles Koster, Joseph Stevens, Passaic, N. J., association.—Right picture: Walter Grub of 
and M. W. Hobin who certainly knew how to make ar- Newark, president of the New Jersey state association, and 
Ira Morris, secretary of the Newark association, Photographs 


angements such an occasion. ‘ 
rangements for such an occasion taken at the annual outing of the South Bergen, N. J., 


At the very outset the spirit of the day was manifest by association 
the early arrivals and, as the numbers grew the program 
of games was got under way. Besides the baseball game Roy Schleich umpired the ball game in which the South 


there was a game of broom soccer between teams from Bergen team conquered the West Hudson team by a score 
South Bergen and West Hudson. The former with Wil- of 11 to 3. Despite the one-sided result the game excited 
liam Henderson, T. Seeper, W. Clark, F. Clark. and Joseph much enthusiasm. The line-up was as follows: 


The Triumph 


a result of 
Stop-and-Waste Specialization 








While we make angle and globe valves, our 
specialty is stop-and-waste valve manufacture. 
This constant specialization has enabled us to 
present our products as the acme of perfection. 


The countless satisfied users of Triumph valves 
can tell you better than we about the numerous 
features which prove their superiority and guar 
antee your satisfaction. 


Order from your jobber 


OLUMBUS, OHIO 
STOP—AND—WASTE SPECIALISTS 
New York Office, 207 E. 43rd St. 


Formerly Ohio Pump & Brass Co., Columbus, Mhio, Established 18% 


— 
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Top picture: A group of master plumbers and salesmen.— 

Insert right: John Campbell, plumbing inspector of Pat- 

erson, N. J—Middle picture: Ladies in attendance at the 

outing —Insert left: E. Teller, sales superintendent of the 

Thatcher Co—Bottom picture: A group of West Hudson 

master plumbers. Photographs taken at the annual outing 
of the South Bergen Master Plumbers Association 


West Hudson South Bergen 


eee ene ee eet er Dunberg 
ge rer rer rr err Trent. Pe tid 00s Rekweevawen Whitman 
DMNEE Ligasuctaacauectsuse st rcerekeses Henderson 
Emery ...... i waned iia kee ES hidig a aa eo gen oan ate W. Clark 
gill” SAPP rrr rer rT eee peeh tsacedneds concede ee 
EET Peers Teer i dkesa hes tbe eaw ee .... Massie 
errr Sr eee eer FOP PC Tere Tor. Hollenbeck 
i MO OL EE CLES OE LET OTe DE Si a's<vecese Henderson 
PUONR we iahsd kbs CON Dies oe ces Gs csecvbewevacaras Barceline 


Prizes were awarded individuals on the winning teams 
as well as the winners of the field games. A delicious din- 
ner, at which Walter A. Grub, president of the New Jer- 
sey State Association, talked, completed one of the best 
attended outings the association has experienced so far in 
its history. 


FORT WORTH ASSOCIATION APPOINTS BUSINESS 
MANAGER 

Activities of the Fort Worth Associated Master Plumb- 
ers have taken a decided spurt since the new business 
manager, John R. Denning took office on August Ist. One 
of the first moves made by Mr. Denning was to start a 
vigorous campaign for new members and for greater co- 
operation and understanding among all members of the 
association. 

As a result of this campaign the association is in bet- 
ter shape than it has been in years and is, as the members 
have aptly expressed in the slogan of the association, ‘‘the 
greatest association in Texas, efficiently serving its mem- 
bers.” 


On September 1 a credit and collection department was 
added to the association which, it is believed, will prove 
of real value to the members. Business Manager Den- 
ning has also placed before the Women’s Auxiliary the 
Policy of the association offering them a series of educa- 
tional talks showing how the auxiliary can take a promi- 
nent part in educating the public on the value of an 
associated plumber on the job. 





























DOMESTIC ENGINEERING 97 


¢ ALEAR: 


Direct-to-Boiler Water Feeders 
With Low Water and Pressure Cut-out 


The Last Word in Boiler Protection 
on Oil Burner Installations 


Write for Bulletin H 












cmcaco BERG ARERR. DAF E-EJoit mois 








When a Trenton fixture is installed you are 
able to rest on the knowledge that you have 
given your customer the best that can be 
bought. 


It’s that quality of reliability which makes 
profits and satisfied customers for you. 


The Trenton Brass & Machine Company 
Trenton, N. J. 
Represented by Rollin C. Wilson 


7 E. 42nd St., New York, N.Y. 
261 Franklin St., Boston, Mass 
121 N. Broad St., Philadelphia, Pa. 
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FLORIDA DISTRICT OUTING DEMANDS REPETITION 

The master plumbers’ associations of the Southeast 
Coast of Florida held a gala outing on Saturday, Aucust 
28 It was a great sight to see dozens of automobiles. 
containing master plumbers, supply house representatives, 
and friends, with wives, children and sweethearts, driv- 
ing up to the pavilion at the beautiful Hollywood Beach, 
Hollywood, Fla. Lunch was served from heaping baskets 
at the pavilion at 1 p. m., followed by field day exercises 
a tug of war, a volley ball game, a potato race, a sack race 
a 50-yard race for boys, and a 3-legged race. 

At 3:30 p. m., water sports started at the magnificent 
pool of the Casino, including a canoe tilting contest, 50- 
vard swim, 100-vard swim, 25-yard swim for boys, bubble 
boat race, tub race, egg race, diving contests, as well as a 
wonderful exhibition of diving and swimming by the 
Rawls children, five and seven years of age. 

At 6:00 p. m. a dinner was served in the Tangerine Tea 
Room. This was followed by a concert by Caesar LaMon 
aca and his Hollywood band, after which the guests 
danced until midnight. 

State Vice-President F. P. Moss and District Vice-Pres 
ident H. E. VanNess, together with Fred Phanstieal, of 
Fort Lauderdale, were largely responsible for this get-to- 


At Last! 
| gether outing, which, without doubt was one of the most 
= % Shower Mixer successful sectional gatherings ever held in Florida. Com- 


s vetitors in business became friendly rivals in field and 
that will keep , 


the t y water sports, and the lady folks, mostly members of the 
e emperature various state women’s auxiliaries, participated in the 
of the water 


, pleasures like overgrown school girls. 
where you want it. The success of this outing has given rise to a plan now 


' under way to hold an outing within the next month, pre- 





Thousands of Powers Shower 
Mixers are now in use and the 
demand is increasing by leaps 
and bounds because of two remarkable features 


senting a monster water and field program, together with 
prizes for the best decorated automobiles, prettiest and 
most popular girls, best dancers, and homeliest looking 
man, says D. T. Kennedy, field secretary of the Miami 





found 1 : 
‘ ound in no other mixing valve. They _- Plumbing and Heating Dealers’ Association. 
Pressure Equalizing Valve. Prevents In the wee small hours of Sunday morning could be 
changes in temperature of shower caused seen tired but happy master plumbers and their families 
by pressure changes 1 in supply lines, due to use returning from Hollywood to Miami, and other near by 
of nearby showers, taucets, or us Vaives. points, after one of the most pleasant and congenia 
f by st f , flush val f tl 1 i 
If cold water supply fails, hot water is auto- parties ever enjoyed by the industry in Florida. 
matically shut off. ae 
Safety Stop. Protects bather from The Bradley Brothers Construction Co., of Laurel, 
scalding caused by a “dead end” in the Miss., has been awarded the plumbing contract on the 
hot water supply line. It also prevents waste new school buildings at Sellers, Miss. 


of hot water, and reduces decorating expense 
by preventing “steamed-up” bathrooms. 


Send for this Book. 

Our new 20-page Bulletin shows a large list 
of users. It analyzes the shower mixer question 
briefly but comprehensively, explains the princi- 
ple and points of merit of the Powers, and 


gives the result of tests, and testimony of users, 
under many different conditions. 





It is a practical help to the plumber, be- 
cause it posts him, in a few minutes of reading, 


on one of the most important improvements 
in shower bath equipment. 


Sent free upon request 


THE POWERS REGULATOR Co. 


35 years ef specialization in temperature control 








At the annual convention of the Florida Master Plumbers’ 

2716 Greenview Avenue, Chicago Axsociation, held recently at Miami—Top row, left picture: 

Luigi Minardi, §. 0. Blanton, W. T. MeClellan and A. Marenco, 

all of Tampa, Fla. Right picture: Part of delegation from 

Bradenton, Fla.—Bottom row: Part of the delegation from 
St. Petersburg, Fla. 








Also New York, Boston, Toronto and 31 other offices 


See your telephone directory (3426) 
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Women’s eA uxiliaries 


Wichita, Kans., Auxiliary Elects Officers 
The Wichita, Kans., Women’s Auxiliary, which was 
organized last May, have elected the following officers: 
President, Mrs. O, C. Robertson; first vice-president, Mrs. 
F. G. Adnauer; second vice-president, Mrs. Henry Duna- 
way; recording secretary, Mrs. C. W. Burgan: correspond- 
ing secretary, Mrs. Elmer Nelson; treasurer, Mrs. C. C. 





Bryant. 


t —————<——— —————— 


Tampa, Fla., Auxiliary Holds Interesting Meeting Ladies preparing to serve the barbecue at the annual con- 


A get-together meeting was held last month by the vention of the North Carolina Master Plumbers’ Association, 
Tampa, Fla., Women’s Auxiliary. Several representatives held recently at Goldsboro, N. ©, 
from other auxiliaries in Florida were present Miss 
Nancy Jenkins, superintendent of the Gordon Keller Quinn and Mr. Fowler, second prize for the balloon dance; 
Memorial Hospital, told the members of the needs of Mr. and Mrs. F. Kuhns, first prize 
destitute mothers. The women sewed during the usual 


in the old-fashioned 
waltz; Mr. and Mrs. Armbruster, second prize for the 
social hour, and as a result, a number of garments were’ waltz. William Kuhns and Mrs. E. A. McComish also 


prepared to be sent to the hospital. won prizes Everyone present hoped the Women’s 
St. Louis Auxiliary Gives Lawn Fete Auxiliary would entertain again soon 
The Women’s Auxiliary of the St. Louis, Mo., Master Worcester, Mass., Auxiliary Holds Two Outings 


Plumbers’ Association entertained the master plumbers, The Women’s Auxiliary of the Master Plumbers’ Asso 
with their wives, sweethearts and sisters, at a lawn social 


ciation, at Worcester, Mass., has been unusually active 
and old-fashioned dance at the home of Mr. and Mrs. F. M. 


during the summer months In July an outing was given 
Marx, Saturday, August 28, at 8 p.m. About two hundred for the Master Plumbers’ Association at Rohunta Park, 
accepted the invitation to attend. The weather was ideal Athol, Mass. A basket lunch was served and the amuse 
for the occasion and everyone had an enjoyable time. The ments of the park and the usual bounteous repast were 
entertainment committee is to be congratulated upon the enjoyed by all 

program arranged. Sandwiches, ice-cream and cakes On August 29th, the 
were served, after which old-fashioned games and dances 
were enjoyed. Sixteen prizes were awarded for stunts 


ladies, with their new associate 
members, the wives of the plumbing salesmen, entertained 
members of the association and salesmen at Camp Winni- 
and dances. Among the prize-winners were: Mr. Fink peg, Sutton, Mass. The camp, owned by one of the mem- 
and Mr. Frueh, first prize for the balloon dance: Charles bers, was Liberty Hall, and the all day picnic with its 
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You can do this by saving thousands of dollars a year with a PLUMBERS’ AND STEAM- 
FITTEFS’ PRICE GUIDE. This enables you to estimate cost and selling prices accurately 
and quickly—no more guesswork and taking chances with your profits. 


Write us today for full details! 


BAREHAM & SAUNDERS 
366 East Main Street Rochester, N. Y. 
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We don’t take chances 
with our products; our 
inspection standards 
are higher than ordi- 
nary—but you benefit. 


Write for detailed 
information 


Jones Hollow Ware Co. 


Baltimore, Maryland 





No Repairing! No Cleaning! 
No vega No Lost Time! 
When Using An 


Electro Melter! 


These features combined 
with its cleanliness and all 
around convenience make 
the purchase of an Electric 
Solder Pot a wise investment. 


Manufactured and Guaranteed by 


Electro aan | Co., Inc. 
Richmond Hill, N. Y. 


Nationally Sentinel By 


WOODWARD- WANGER COMPANY 


PHILADELPHIA, PA. CHICAGO, ILL. OAKLAND, CAL. ORLANDO, FLA. 
POS EOOCCOOS SEALE THE TECESESEREEE 


No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Buliard Roof Fiange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 













HARTMAN INGOT METAL CO. 
SMELTERS & REFINERS 


METALS 


2511 to 2525 West 21st Street 
CHICAGO 
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boating, fishing and swimming, gave amusement to every 
guest. Boat rides proved especially popular. An almost 
continuous spread provided sufficient refreshment for all, 
and the members of the auxiliary were well pleased with 
the success of their summer outings. 


Detroit Auxiliary Makes Plans for Fall Season 

The Women’s Auxiliary of Detroit, Mich., met recently 
at the summer home at Wall Lake, of Mrs. Howard Mes- 
nard, treasurer of the organization, where a delicious 
luncheon was served on the porch and a most enjoyable 
afternoon was spent in card playing and discussing plans 
for future activities in the coming fall and winter. Four- 
teen ladies were present, as many had not yet returned 
from their summer vacations. 





CALIFORNIA PRESIDENTS AND SECRETARIES TO 
MEET IN JANUARY 


A general conference of all of the presidents and secre- 
taries of local master plumbers’ associations for the en- 
tire state of California will be held in the Master Plumb- 
ers’ hall at Fresno, on January 8, 1927. At this meeting 
will be considered the deliberations at the two regional 
conferences, one for the northern portion of the state, held 
at Sacramento, and the other for the southern portion of 
the state, held at Los Angeles. The purpose of these con- 
ferences is to co-ordinate the work of the local association 
officials so that practically the same efforts will be put 
forth throughout the entire state for the betterment of the 
plumbing industry. At the Fresno general conference, in 
addition to all of the state association officers, the entire 
executive board of the Master Plumbers’ Association of 
California will be present. 





0. E. KRAFT JOINS STANDARD HEATING & 
PLUMBING CO. 
O. E. Kraft, formerly of the Kraft Heating Co., of 


has become associated in the Standard 
Heating & Plumbing Co., 421 East Morrison Street. The 
Kraft company handled many large contracts, those 
within the past year including the installation in the new 
building on the campus of the Oregon agricultural college 
at Corvallis; the St. Gertrude Convent’s new structure at 
Cottonwood, Idaho; the Blumauer-Frank warehouse and 
the Meier & Frank warehouse in Portland. 


The Standard Plumbing & Heating Co. now has plans 
under way for expansion, additional space being taken for 


stock room purposes in the adjoining building which will 
take care of its increasing number of contracts. 


Portland, Ore., 





Dowd & Welch, Anderson & Rowe, William Carmichael, 
and Ernest J. Richter were initiated as new members of 
the San Francisco Master Plumbers’ Association at the 
regular meeting in August, making a total of eleven 
new members initiated into that organization since the 
appointment of a new secretary a month ago. 

Morris Parilman, Omaha, Nebr., has moved his plumb- 
ing business from 1814 North Twentieth street to 3120 
Cumings street in that city. 

The John F. Johnston Co. and the M. T. Mitchel! Co., 
well known plumbing concerns of Fall River, Mass., have 
consolidated and will continue in business under the name 
of John F. Johnston Co., with offices and salesrooms at 
371 Central street, Fall River. 

J. J. Hogan and G. L. McHale recently purchased the 
plumbing and heating business of Fraser Bros., 350 Ocean 
avenue, Revere, Mass., and are continuing the business 
at the same location. 
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This &° That, Here&?T here 


The Pate Co., Birmingham, Ala., has been awarded the 
plumbing contract on the new store building for Molton, 
Allen & Williams Co., in that City. 

The Tully Plumbing & Heating Co., of Birmingham, 
Ala., has been awarded the plumbing and heating con- 
tracts on the alterations to the Kaurman Simpson com- 
pany’s building in that city. 

The Wessell Plumbing Co., of 719 Milan street, Shreve- 
port, La., has been awarded the plumbing contract on the | 
new store building for the Thomas-O’Gilvie Hardware Co. | 

J. D. Points, of Palatka, Fla., has been awarded the 
plumbing contract on the $300,000 state office building, 
at Tallahassee, Fla. J. L. Powers, of Bennettsville, S. C., 
has been awarded the heating contract on the same 
building. 

The Hamilton Co., 2301 Grimm street, Dallas, Tex., has 
been awarded the heating and plumbing contracts on the 
$250,000 hotel building for Jack Tucker and Harvey T. 
McQueen, at Dallas. 

W. E. Shirley, of Birmingham, Ala., has been awarded 
the plumbing contract on the new hotel building for E. R. 
Davis at Twenty-second street and Fifth avenue, that city. | 

J. H. Jackson, of Grenada, Miss., has been awarded the 
plumbing contract on the Grenada hospital, in that city. 

Barton & Law, of Joplin, Mo., have been awarded the 
plumbing contract on the Smelter Hill school building, in 
that city. 





| 
| 
| 
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Top row, left to right: Ralph Howard, A. E. Whitney, In- 
dianapolis manager, and E. L. McGinley, all of Ruud Mfg. 
Co—Middle row: C. A. Will, R. E. Jansing, assistant manager 
of Indianapolis branch, and W. A. Murray, all of Standard 
Sanitary Mfg. Co—Bottom picture: Group of salesmen from 
the Indianapolis branch of Crane Co., at the recent annual 
outing of the Merchant Plumbers’ Association of Indian- 
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Poli’s Palace Theatre, New Haven, Conn. 


This Theatre is Heated by a 


VESTA 
Oil Heating System 


Hundreds of homes, banks, schools, 
theatres, hospitals, factories, stores 
and clubs are being safely and eco- 
nomically heated by “VESTA” Oil 
Burning Systems. The “VESTA”’ is 


fully automatic and absolutely reliable. 
Unlike most oil burners, the ““VESTA”’ 
will burn any grade of oil, of any 
specific gravity that will flow without 
heating and will operate cheaper than 


a coal burner. 


Listed as standard by Underwriters’ 
Laboratories, Inc. 


Full details gladly furnished. 


J. S. & J. FE. STRING, Inc. 


Newark New Jersey 

















apolis, Ind. 
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The Sanitary Plumbing Co., of Jackson, Tenn., has been 
awarded the plumbing and heating contracts on the new 


high school building, at Tipley, Tenn. 

Hill Bros, & Co., 705 Austin avenue, Waco, Tex., have 
been awarded the plumbing and heating contracts on the 
$60,000 court house at Big Lake, Tex 

The Messmer Plumbing Co., of 
been awarded the heating and plumbing contracts on the 
$79,754 court house in that city. 

The Co., 19 Main 
Providence, R. I., will install the plumbing system in the 
new Alfred M 

Charles H 
Conn., 


Jacksboro, Tenn., has 


American Plumbing South street, 


Coats’ residence on Blackstone boulevard. 


42 Church street, New Haven, 
brick steel 
Contracts for the 
will be let 


Abramowitz, 


has completed plans for 6-story and 


street. 
this 


Dwight 
work on 


house on 


plumbing 


apartment 
heating and 
shortly 


project 
new $1,000,000, 320- 
Wilshire 
were 


Tentative plans for a 13-story, 
hotel to be built at 
Los Angeles, Calif., 


vice-president of 


and Irola 
announced by 
Metro-Goldwyn- 


boulevard 
recently 
the 


room 
street, 
Louis B. Mayer, 
Mayer Studios. 
William of Fond du Wis., 
awarded the heating contract on the McKinley school, in 


Bresnahan, Lac, has been 


that city. 
tarre, Vt., is install 
ing the heating and plumbing systems in the state armory 


James McLeod, 123 Orange street, 
building, under construction at Elm and Jefferson streets, 
that city. 

James J. Devereux, Somersworth, N. H., has been 
awarded the plumbing contract on the parochial school 
at South Berwick, Me., for St. Michael’s parish. 


The Schaffer-Marsh Co., 480 Ann street, Hartford, Conn., 
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has been awarded the heating and plumbing contracts on 
the building under construction on Kingswood road, West 
Hartford, for the Kingswood Academy, Inc. 


C. C. Revelle, Kennett, Mo., has been awarded the 
plumbing contract on the Deering school, which is to be 


erected at Deering, Mo., at a cost of about $50,000. 


Large out of town contracts for the installation of 
plumbing and heating equipment have recently been 
awarded the J. W. Hull Plumbing & Heating Co., of 


Memphis, Tenn. Some of the recently awarded contracts 
are for work on the Markham hotel, at Gulfport, Miss.: 
the Liveli hotel, at Biloxi, Miss.; the Tampa high school, 
at Tampa, Fla., and the new Temple Terrace apartments, 
also at 

The Barber 
Houston, Tex., 
on the Robert E. Lee school building, in that city. 


Tampa. 

Plumbing Co., 906 San Jacinto 
has been awarded the plumbing contract 
The 
same concern has also secured the plumbing and heating 
Junior high school, at 


street, 


contracts on the Washington 
Houston. 

The Robischung Co. 1609 Congress avenue, Houston, 
has been awarded the heating contract on the new 
Bruce that city. J. C. Nolan, 4405 
street, Houston, has been awarded the plumbing contract 


in the same building. 


Tex.. 


school, in Greely 


The Better Homes Company, 7 
Ga., will erect a $75,000 model home with 5 baths, in that 
city. 


Carnegie way, Atlanta, 


Chastaine & Habacker, 
awarded the plumbing 
residence for John T. Fuller. 


Masonic building, Paducah, Ky., 


have been contract on the new 


The Wherry Plumbing Co., of 210 South Central street, 
Okmulgee, Okla., has been awarded the plumbing con- 
tract on the new high school building at Waleetka, Okla 
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Get in Line! 


Swett Iron Works has helped the trade with 
one of their biggest problems for the past fifty 
years. We realize that your customer wants 
the best-——we have it. Our products are built 
to stand up under hard usage indefinitely. 








Fig. 160-A. Standard 
Trap Screw Ferrule 


3 Fig. 228-A 


Standard Cesspool with Bell Trap 
and Hinged Strainer 





Swett products are priced low enough to allow 
a nice profit. 
Write for our catalog 


A LSwett Iron Works 


Medina. New York. 


ESTABLISHED 1875 \ J INCORPORATED 1898 
=> 


Fig. 130-A. Cast Iron Sink with 
Flat Rim and Square Corners 
































Fig. 162-A. Boston or Ohio Code 
rap Screw Ferrule 
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The city of Pittsfield, Mass., is asking for bids for the 
struction of a comfort station on Allen street. J. Me- 


has just completed the 


col 
Arthur Vance, 24 North street, 


plans, 


Masonic temple and on the new addition to St. Mary’s 
hospital. 

Plans have been completed for the installation of new 
steam heating systems in the Adams, Hancock and Win- 
throp schools, in Everett, Mass. 

Architect R. Clipston Sturgis, 120 Boylston street, Bos- 
ton, Mass., has completed plans for the construction of a 
brick and wood addition, 60x80 ft., to the school on King 


Philip road, Sudbury, Mass. 





George Foley, J. C. Brickey, D. V. 
Case of Kellogg-Mackay Co., and William Knox with his 
daughter, Mary Frances Knox.—Picture at lower left: Mr. 
and Mrs. George Satterlee, Miss Catherine Olsen, and Charles 
and Mary Satterlee.—Picture at lower right: W. R. Dunlop, 
president of Kansas City association, his daughter Katherine 
and granddaughter Ruth, at the recent annual outing of the 
Master Plumbers’ Association of Kansas City, Mo. 


Top picture, left to right: 


R. T. Pender, Inc., Lynn, Mass., has been awarded the 
plumbing and heating contracts on the Knights of Pythias 
building, in Lynn, with a bid of $25,000; the McGrain 
Realty building, Lynn, with a bid of $12,500; the annex 
to the Hadley school in Swamscott, with a bid of $18,000; 
the Goddard stores, Lynn, with a bid of $5,000. 

The school board of Moscow, Idaho, under 
way for an extensive improvement program, will 
comprise a new junior high school; a separate gymnasium 
building; a 8-story wing addition to the present high 
school; and the establishment of a central heating plant. 


has plans 
which 


Fox & Co., Portland, Ore., are installing several good 
contracts for plumbing. One for Multnomah Co., amount- 
ing to $5,600; another for $1,800 at 1252 The Alameda. 
and a third at 293 East Broadway for $1,600. 

Drake, Wyman & Voss, Inc., Portland, Ore., will build 
& $35,000 hotel and store building at 27-29 North Third 
The DeTemple Plumbing & Heating Co., of Port- 
Jand, has been awarded the plumbing contract. 


Street. 


en 


Charles M. Sully, Russellville, Ark., has recently been 
awarded the plumbing and heating contracts on the new | 


: see = eeahhenia 
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Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 


All Lead—Copper —Galvanized 
Iron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 














UMBING 
PECIALTIES 











When you're ordering cast 
just say 
““Washington”’ to your 
You can’t buy a 
and we can 


iron specialties, 








jobber. 
better line; 
prove that! 


Fig. 23. Hydrant Cesspools 


The Washington Metal Products Co. 


Washington, C. H. Ohio 














/ 
Olices 


Radiators wall hung with Little 
Giant hangers make the laying of 
carpets and floor covering a simple 
matter. 

The Little Giant is a one bolt, ad- 
justable hanger and is so made that 
it will withstand any strain. 





Sold by All Leading Jobbers. 


Little Giant Mfz.Co. 


1927-31 Nicollet Ave. Minneapolis, Minn. 








Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS. 





TANKS FOR: High pressure gas and air storage—Pneumatic 


water systems—Gasoline and oil stor Oi rning equip- 
ment—Open top—Welded. ATSCO Coouine Copper Brazed 
tanks for high pressure—the tightest, safest, etromaest tank it is 
possible to construct by any known process. A.S.M ie tanks. 
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Top picture, left to right: 3B. Baumeister, J. M. Grimm, secre- 


tary, and B, A, Chreiman, all of Columbus Supply Co., Colum- 
bus, Ohio—Bottom picture: Roy Kugelman and Edgar Burk- 
hardt, both of Portsmouth, Ohio, at the annual stag outing 


of the Seuthenastern Ohio Master Plumbers’ Association, held 
near Zanesville, Ohio 


recently 

J. H. Beaver & Co., architects, 
paring plans for a $30,000 apartment house for Mary E. 
Bates. 


Astoria, Ore., are pre- 


It will contain 17 suites. 


- —— nt 





Give the Good Job 
a Fine Finish 


Customers judge largely by appearance. A fine finish 
advertises your thorough workmanship. Decorated 
radiators please your customers and are admired by 
callers. This brings you more work. 

With the Handigrip spray gun this is easy to do. 
Takes little time. 
Cost is small. Plain 
bronze, stencil, oxi- 
dized, shaded or two 
tone color effects 
easily obtainable. 





Handigrip does an hour’s 
work in a few minutes. 
Spreads bronze or paint 
smoothly even in unprac- 
ticed hands. Instantly cov- 
ers hard - to - reach places. 
Easier to clean than a brush. 
The same gun conveniently 
used for bronze, paint and 
different colors. Special 
outfit, including compressor, 
for plumbers and heating 
contractors. 

Try Handigrip advantages in your work. Plummer- 


Huff refund check guarantees satisfrctory results or 
money back. You take no risk. “‘“erms if desired. 


Write today. 
Plummer - Huff Company 
Napoleon Ohio 
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J. F. Shea Co., Portland, Ore., has been awarded the 
plumbing and heating contracts on the new Oregon Linen 
Mills plant, at Salem, with a bid of $21,235. 

The Davidson Furniture Co., 412 Walnut street, Des 
Moines, Ia., is having plans made for a 9-story, 88x1i32 
ft. store and office building to be built at Eighth and 
Walnut streets, in that city, to cost $750,000. Proudfoot, 
Rawson & 810 Hubbell building, are the archi- 
tects. 

All bids taken August 20th on the 3-story, 140x166 ft 
shrine temple at Cedar Rapids, Ia., were rejected and 
new bids will be taken later. The Wheatland Co., 114 South 
Fourth street, was the low bidder on the heating and 
ventilating systems with a bid of $33,800 and Cyrus Met- 
calf, 617 First avenue East, was the low bidder on the 
plumbing system, with a bid of $15,460. James T. Blake 
of the Iowa Railway & Light Co., is chairman of the 
building committee. Plans have been prepared by Ray- 


Souers, 


mond F. Moore, 401 Granby building. 

Plans are being prepared by Proudfoot, Rawson & 
Souers, 810 Hubbell building, Des Moines, Ia., for a 
4-story memorial union building at Ames, Ia., for the 


alumni association of lowa university, to cost $1,000,000. 

Jensen & Foss, architects, 511 Essex building, Minne- 
apolis, Minn., are making plans for a 5-story hotel and 
Elks club building, at Willmar, Minn., for the Lakeland 
Hotel Corp., B. J. Branton, Willmar, president, to cost 
$150,000. 

Hewitt & Brown, 1200 Second avenue South, Minnea 
polis, Minn., have been selected as architects on the 3-story 
building to be built at Eighth street and Fourth avenue 
South for the Citizens Aid Society, 700 Washington ave- 
nue North. Mrs. George C, Christian, 2303 Third avenue 
South, is president. 
















THE NAME OF KOVEN 


It stands supreme, = name of Koven. 
The wisest buyers to see that 
name on the products they install. It 
is up to you to supply them with the best. 


You need never regret a Koven installa- 
tion. It will wear well, last interminably 
and altogether remain as an ever 
credit to you. 

The sink as illustrated above is made of 
No. 12 galvanized steel in various sizes 
at prices affected by the nature_of the 
installation. 


L. 0. KOVEN & BROTHER, Inc. | 
154 Ogden Ave., Jersey oe. N. J. 


New York City Warehouse: 50 Cliff St. IF 
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‘he Barber Plumbing Co., of Houston, Tex., has been 
awarded the plumbing and heating contracts on the new 
So.thmore school building, in that city. 

Dr. J. W. Gooch, of Shamrock, Tex., is having plans 
drawn by E. H. Eads, architect, Chickasha, Okla., for a 
hospital building, 2-stories brick and concrete, 55x100 ft., 
to cost $43,000. 


The city of San Antonio, Tex., is preparing plans for 
remodeling and improving the Robert B. Green hospital, 
of that city, the total cost to be about $100,000. 

The chamber of commerce, of Big Springs, Tex., plans 
the construction of a 4-story, brick, stone and reinforced 
concrete hotel building of about 100 rooms, to cost $100,- 
000. 


Plans have been prepared by DeWitt & Lemmon, archi- 
tects, Dallas, Tex., for a 2-story, brick, stone and concrete 
addition to the Hilton hotel, to cost $100,000. 

M. R. Cook, of Dallas, Tex., is having plans made for a 
48-room, 16 apartment building of brick and concrete, 


to cost $26,000. 


Ray Grady, 2519 Maple street, Dallas, Tex., plans the 
construction of a 3-story, 48-room apartment building of 
brick, tile and concrete, to cost $65,000. 

R. Newell Waters, of Weslaco, Tex., is preparing plans 
for the construction of an apartment building at Edin- 
burgh for Judge J. C. Epperson, to cost $30,000. 


The South End Investment Co., of Houston, Tex., plans 
the construction of a brick veneer apartment building 
having twelve, 4-room apartments and four, 3-room apart- 
ments, to cost $75,000. 

John Kieffer, of the Binkley hotel, Sherman, Tex., has 
plans under way for a 4-story, 100x140 ft. hotel building, 
to contain 63 rooms with baths, sample rooms, stores, 
coffee shop, etc, to cost $250,000. Construction will be 
of reinforced concrete with brick and steel spans. 

The Lion’s club, of Houston, Tex., is promoting the 
construction of a State school for the blind to be erected 
in that city, at a cost of $150,000. 

F. L. Gay, of San Benito, Tex., has been awarded the 


plumbing and heating contracts on the new high school 
building in that city, with bids of $3,088 and $6,615, 
respectively. 

Hill Brothers & Co., of Waco, Tex., have been awarded 
the plumbing and heating contracts on the new jail and 
courthouse at Big Lake, with a combined bid of $6,450. 





At the annual convention of the Tennessee Master Plumber's 

Association, held recently at Chattanooga.—Top picture, Icft 

to right: F. F. Blakely, James Supply Co., and George W. 

Campbell, Campbell Supply Co., both of Chattanooga—Lower 

picture: E. J. Beever and V. E. Johnson, both of Crane Co., 
Chattanooga 


























Pratt & Cady 
Bronze 
Union Bonnet 
Asbestos Disc 


Globe Valve 


Easy Disc 


Replacement 


New disc easily substituted by removing old disc 
holder from the end of the stem and sliding on new 
one—valve remains in the line. Asbestos disc ring 
lasts—softer than valve seat. Four splines in body 
insure perfect alignment. KOOL-GRIP malleable 
iron wheels prevent burning hands. Tested to 300 
pounds. For working steam 150 pounds. 


READING STEEL CASTING COMPANY, Inc. 
An Associate Company of the American Chain Co., Inc 


Bridgeport, Connecticut 


Offices and Warehouses in Principal Cities 


READING. for steel 
Sor’ iron 
specializing for quality valves ano fittings 


FOR HARD WORK 


You can’t do better than with the Detroit 
Torch No. 2. Extra heavy tank-reinforced 
handle. Extremely rigid. Patented burner 
preheats the gas and generates a steady 
flame of intense heat. You don’t have to 


coax the Detroit ‘‘2.” 


Write for Catalog “‘H’’ showing 
our entire line of gasoline tools. 


Detroit Torch & Mfg. Co. 
Detroit, Michigan 


Canadian Representative, George P. Fraser, 39 Tyndale, Toronto, 
Kettman & Ten Eyck Sales Co., 326 San Pedro St., Los Angeles, 
Calif. 4 Oscar C. Anderson, 627 Washington Blvd., Chicago, III, 
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A. H. Shafer, of San Antonio, Tex., has been awarded 
the plumbing contract on the new bath and club house at 
Luling, with a hid at $3,924 


Traverse & Bennett, 
plumbing system in a 


installing the 
under 


Portland, Ore., are 
$20,000 store building now 
construction at 255 Kast Third street, in that city. 

W. W. McNealy, Klamath Falls, Ore., has announced 
that work will be started immediately on a $65,000 office 
and store building at Ninth and Klamath streets 

Rushlight, Hastorf & Inc., Portland, Ore., have 
been awarded the plumbing and heating contracts on the 
new home for the Blaesing Granite Co., now under con- 


struction at Third and Jefferson streets, in that city. 


Lord, 


Raymond Hatch, architect, Portland, Ore., is preparing 
plans for a $20,000 residence for M. L. Watts, of Athena, 
Ore. An oil burning heating system will be a feature. 

Williams & Gibson, Portland, Ore., were low bidders on 
the heating system for the first unit of the Columbia 
hospital, in Astoria, Ore., with a bid of $8,227. R. Abra- 
hamson, Astoria, was low bidder on the plumbing system 
for this building, with a bid of $9,547. 

The Breakers hotel, Long Beach, Wash., is to be remod- 
eled at a cost of approximately $150,000. It 
to have the work finished before next season. 


is planned 


Charles Fullman, 425 Jefferson street, Portland, Ore., 
is installing the plumbing and heating systems in a resi- 


dence at 57th and Hancock streets, for J. E. Saltes. 


Russell E. Butler, 
build an apartment house in Oregon City to cost approxi- 
mately $250,000, contain 40 or 50 


Jennings Lodge, Ore., is soon to 


and to high class 
apartments, although the plans have not yet been pre- 
Mr. Butler 


refrigeration and radio installations. 


pared. names as modern features electric 


TYPE 
“A” 






Have you seen 


our new type 
“‘B’’ Plate? 
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S wimming - “Pool NCews 


The Grafton 
Grafton, W. Va., 
city. 


Road House & 
will construct 


Transportation Co., of 
a swimming pool in (that 


The Lightborn Construction Co., of West Palm Beach, 
Fla., will construct a swimming pool for the Bath and 
Tennis club of that city. 

The National Capital park, of Washington, D. C., will 
construct two swimming pools, in that city, one for negroes 
and one for whites. 


A new beach club to be known as the Ocean View Beach 
2800 front, Santa Monica, 
Calif., is to be built at an approximate cost of $300,000, by 
the Ocean View Holding Co. According to specifications it 
will be 3 stories high, of reinforced concrete, with a large 
sun room and gynasium on the roof. A large plunge is in- 
cluded in the plans. 


club, and located at Ocean 


An election for $175,000 bonds to buy a site and build a 
municipal bathhouse and plunge at Newport Beach, Calif., 
the plans for which have already been prepared, will be 
held on October 28. Architect W. Horace Austin, Pacific 
Southwest Bank building, Long Beach, prepared the plans 
for the project, the location being between Twenty-second 
and Thenty-third streets, fronting on the ocean. 


With the completion of a 40x140 ft. bath 
terned after the simple architecture of the Cape Cod coast, 
by the Frank Meline Co., at Pierpont Bay, Calif., plans are 
now being prepared for a large open air plunge, the con- 
struction of which will be started immediately. 


Muirhead & Murhard Co., 94 West Park street, Port 
land, constructing the swimming pool in the 
Shriner's Hospital for Crippled Children, in that city. 


house, pat- 


Ore., are 


It’s built just as 
good as it looks 


Handsome in appearance 
and made from the best 
material that money can 
buy. Nickel-plated over 
copper—equipped with 
tempered steel springs 
which grip the pipe rigidly. 
Halves line up properly and 
plate is flat and smooth 
on top. 


M.S.LITTLE MFG. CO., Inc. 
Hartford, Conn., U. S. A. | 
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OUR MODERN ADVERTISING 
It having become the fashion to poke fun at advertising, 
and we having taken this liberty in this column, we thought it 


expedient to get out and interview a few people as to what 
they thought about advertising in general, so that we might 
in all fairness present the case for advertising 

Our first interviewee was Sam Samson, now resting in 
prison awaiting the day when he is to be electrocuted. Wist- 
fully he said: “Gee! I wisht these guys here would fix me 
up a chair where dere wasn't ‘no metal can touch me.” 

In an adjacent cell, Bill Highclimber is serving five years 
for second-story work. When approached he _ said, “My 
trouble was I wanted a good watch and I didn't ‘ask the man 
who owned one.’” 


J. Fairchild Doreme, the apostle of frenzied finance, was 


polishing his finger nails and alternately creasing his im- 
maculate trousers betwen his fingers, when asked his opin- 
ion on current advertising. Casting a languid glance at us he 
said, “The judge objected to watered stock It didn't ‘float.’” 

Later the warden pointed out a hard-faced girl. “Shot a 
guy with a pearl-handled revolver,” he remarked. “‘You just 
know she wears ’em,’” he added. 

While crossing the prison yard we stopped to watch some 
men setting up a seaffolding with trade-marked lumber. I 
asked one what he thought of using advertised lumber. 
“‘Good to the last drop,’"” he answered 

The life extension people have a lot of competition to con- 
tend with. While striving to increase the span of man’s life 
to one hundred years, they are meeting with stiff opposition 
from gangsters, taxicab drivers and bootleggers. 

R. N., Providence, R. I. 
SORRY PLIGHT OF A YOUNG MAN 
! wouldn't play bridge, I wouldn’t golf, 
I turned down a poker game; 
They stared, they laughed and they shook their heads: 
“He never will be the same.” 


! wouldn’t play pool, I wouldn't ride, 
They said, “Good heavens above, 
The way he moens around the place 
Can mean only that he’s in love.” 


Hell, I didn’t try to change their slant, 
They made their little joke; 
Ifter all, the symptoms are much the same 
When a man’s in love—or broke. 
O'M., Okmulgee, Okla 
“SY” SEZ 
If there was only one head to a family, father wouldn't have 
» buy so many hats. 


He heard a noise upstairs. 

Who's that?” he called. 

“Nobody,” answered the burglar. 

“Funny. I could have sworn I heard a noise.” 





Ned: “Does he play a fair game of golf?” 

Ged: “Yes, if you watch him.” 

“SY” MARTIN, Owensboro, Ky. 
It’s SO IN EVERY FAMILY 

Jones had heard a new wise-crack, so he tried it on his 
wife. 

“Do you know why I am like a mule,” he asked, waiting for 
the correct “Why?” so he could spring his smart one But 
his wife said: 

“No, I know you are, but I don't know why.” 

J. E., Chicago. 

It is now clear, with the contributions by utility companies 
to election campaigns, what is meant by “live wires in 
Politics.” ke SO Be 
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Save Money 
and Time 


The up-to-the-minute 
plumber of today is 
always looking for de- 
vices which save time 
and money. That is the 
reason thousands have 
equipped their shops with 


PENN Portable 
Vise Posts 


A PENN Portable Vise 
Post saves from 20 to 40 
minutes on every job and 
is actually cheaper. If 
you haven’t got one, get 


one. Write today for full 
details. 


Penn Engineering Co. 
Manufacturers 
Reading, Penna. 












































Each Lion Brand seat is packed in a separate 
carton. Built to last—carefully selected 
wood, kiln-dried, doweled front and back. 
Your jobber can supply you. Ask him. 

The OLMSTEAD-THOMSON MFG. CO. 


NEW BRITAIN, CONN 


LION BRAND SEATS 
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Experience Teaches 


In every line of business where 
threaded pipe is required, men of 


experience find BIGNALL & 
KEELER Machines give better 
threads at less cost. 


We court investigation. 


BIGNALL & KEELER MACHINE WORKS 


of the N. O. Nelson Mfg. Co. 






















Perfect Job 


in Ten 
Minutes 


3did NOw! 





with no tools except a 
hammer. That’s the 
time it takes to install 
a Hessler Roof Flange. 
No helper—no lead— 
no oakum or putty 
needed either. Hess- 
ler Roof Flanges make 
a better job — make 
more money for the 
jobber—and make a 
pleasant job for the 
plumber to install. 
They will last as long 
as the building. If 
your jobber can’t sup- 
ply you—we can. 


H. E. HESSLER COMPANY 


SYRACUSE, N. Y. 
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HEN one considers that the tele- 
phone is only 50 years old, that 











the incandescent electric light is younger than 
the telephone, that the automobile, the airplane, motion 
pictures and radio are of still more recent development and 
that electric refrigeration is still in its infancy, we might 
well wonder what surprises the next half century has in 
store for us. Each one of these inventions was more 
or less scoffed at when first brought to the attention of 
the public and the same will hold true of future dis- 
coveries. People are always doubtful of the value and 
practicability of anything with which they are not fami- 


liar. 


Advertising, although it can hardly be called an in- 
vention, went through the same experience as the air- 
plane and the telephone when it first began to be used. 

Those who at first believed it to be an absolute waste of 
money now use advertising extensively to promote the 
sale of their products. In fact, it can be safely said that 
| every successful business concern now uses advertising of 


| one kind or another. 


Blackboard Epigrams were known hundreds of years 
ago and are not a recent development or discovery. Still 
they are almost unknown to a great number of people who 
could just as well as not be using them to help along their 
businesses. Epigrams are especially good for advertising 
as they carry a bit of humor, something that is always 
welcomed by the average person. There is too much gloom 
in this world already, and anyone who is able to add a 
| little happiness is naturally well liked by his friends and 
neighbors. Get, the habit of placing a fresh epigram in 


your window each morning. 
Here are enough to last until next week: 


Ideal friendship brings ideal friends. 


. * * 


A self-made martyr is a jaw forever. 
7 . a 


No modern grass widow is inclined to run to hayseed. 


When a man criticizes your actions he expects you to 


praise him. 
* o * 


It’s a poor dog that can’t make a man mad by biting 


him. 
+ . . 
A sensible woman seldom wastes her time on a hand- 
some man. 
om . 7 
Men who know themselves are often suspicious of 
others. 





Hickman Bros., Los Angeles, Calif., have been awarded 
the plumbing and heating contracts on the new main 


building of the Santa Ana Valley hospital, 


Calif., on a bid of $16,458. 


Santa Ana, 
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HEGGIE-SIMPLEX 


ELECTRIC-WELDED STEEL BOILERS 


é) 

















JAMES G. HEGGIE 

vir- who in 1892 founded the 
ed. Heggie Organization and 
today is President of the 
of Heggie-Simplex Boiler Co, 














‘ Heating Boiler Design 
~ Culminates in “Heggie-Simplex” 


om [N Heggie’s 34 years of boiler manufacturing, boiler design has under- 
gone an evolution, advancing from that of the early, cumbersome 
in types up to the perfected “Heggie-Simplex” self-contained unit. 


The “Heggie-Simplex” is the most modern heating boiler of today. 
Every feature has a scientific reason and furnishes definite advantages. 
It embodies all the desirable points which earlier types partially afforded, 
without any of their drawbacks. It provides the essentials necessary to 
the economical production of heat—in a boiler of the utmost simplicity. 





The “Heggie-Simplex” is not only the ultimate in design but “The 
Quality Boiler of the Market” as well. Made of the finest materials 
money can buy, fabricated with painstaking care—built as you would 
ing expect of “Heggie.” 


nd- HEGGIE-SIMPLEX BOILER COMPANY, Joliet, Illinois 


Heating Boiler Division of James G. Heggie & Sons, Inc. 


Representatives in Representatives in 




















of Akron Chicago Evansville, Ind. Lubbock Peoria, Ill. Springfield, O. 
Albany Cincinnati Fort Wayne Lynchburg, Va. Philadelphia St. Louis 
Cleveland Harrisburg - emphis Pittsburgh St. Petersburg 
eo ELECTRIC -WELDED peeet.,  femee Wie Breacuce 
Davenport, Ia. Jacksonville Minneapolis Roanoke Toledo 
Dayton oliet IE-SIMPLEX Nashville Rochester Tomahawk, Wis. 
led - Daytona Kan. City. Mo. New Haven Rockford . Tulsa in 
, Fla. a Crosse, Wis. jew Orleans San Antonio foungstown, O. 
ain . Va. ‘ Des Moines Lakeland STEEL BOILERS Newport News Saveanash W. Palm Beach 
Detroit Lima, O. New York Scranton Washiagton,.D.C, 
na, Duluth Little Rock Okla. City Sebring, Fla. Watertoo, la 
, S.C. Dunedin, Fla. Louisville Omaha Shreveport Winston-Salem 
Chattanooga El Paso Orlando Spartanburg 


Just look up “Heggie-Simplex Boiler Co.” in the phone book in any of the above cities for representative’s number and address 














READING PIP 


GENUINE WROUGHT IRON 


Your bids should 


contribute some real 
help to win orders 


All Reading Genuine 
Wrought Iron Pipe 
carries a spiral band 
of knurling — aniden- 
tification visible even 
through paint or gal- 
vanizing. 


Reading Nipples of Gen- 

uine Wrought Iron are 

positively identified by a 
band of knurling. 


READING IRON COMPANY 
Reading, Pa. 
Please send me a supply of Two-Bid stickers for 
use in submitting estimates. 


Name __ 


Address _ 


of 





HE preliminary work in preparing most bids is usually 

lengthy and arduous. Architects, builders and cus- 
tomers never give this any thought. Yet when bids are 
submitted on heating and plumbing jobs there is almost 
certain to be keen competition. It is just the strategical 
point where your bids should take care of price and also 
provide for quality and service. 


Numerous plumbing and heating contractors have found 
a new method that gives them the chance to be the last 
contractors to talk the high quality of their work. They 
are attaching one of these ‘‘alternate bids” shown above 
to every estimate. Naturally, prospects come back to 
them to find out about this unusual feature. 

You have all to gain and nothing to lose. You are pro- 
tected on your price bid for ordinary steel pipe, and you 
make an extra profit on the installation of Reading 
Genuine Wrought Iron Pipe. The time saved in cutting, 
the ease of threading, the less handling of pipe and tools, 
and pipe spoilage reduced to a minimum all add to your 
profits. Then, too, you have a satisfied customer, for you 
have given him what he wants—a pipe that will last two 
to three times as long as steel. 


A postcard will bring a stock of these “alternate bid” 
stickers so that your bids will be effective sales proposals 
rather than mere matter-of-fact quotations. 


READING IRON COMPANY 
READING, PA. 
World’s Largest Manufacturers of Genuine Wrought Iron Pipe 
Boston New York Philadelphia Baltimore 
Pittsburgh Cincinnati Chicago Seattle 


St. Louis Los Angeles Buffalo Dallas 
Detroit Tulsa Cleveland 
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PATENTS 


H eating Department 


1,596,317. Pipe Hanger. Henry W. Skinner, Wau- 
kegan, Ill. Pipe hangers comprising a pair of vertical 
members having threaded ends, a sleeve threaded on each 
of said ends and having slots therein, a polygonal portion 
and a swivel head, housings adapted to receive the heads 
of the upper sleeves for swiveling movement, clamping 
members adapted to be clamped around the lower sleeves 
and to be supported by the heads for relative swiveling 
movement and a transverse member joining said clamping 
members and adapted to support a plurality of pipes. 





1,596,317. ” 


“4s A 


1,595,963. 
1,595,963. Lewis W. Eggleston, Buffalo, N. Y., 
assignor to American Radiator Company, New York, N. Y. 
In a device of the character described, a valve casing 
having ports and a valve seat, said casing having an open 
end portion surrounded by a shoulder, a unitary thermo- 
statically operable valve structure bodily insertable in and 
removable from the casing, said valve structure compris- 
ing a tubular expansible-collapsible thermostatic element 
in said casing and having circumferential corrugations, 
an integral head closing one end of said element and 
comprising an outwardly projecting boss 
cylindrical wall coaxial with said element and an end wall 
extending transversely of said element, a flange member 
carried by said boss at a point removed from the end wall 
thereof, said flange being arranged to rest on said shoul- 
der and said boss to project beyond the open end portion 
of the casing to constitute a hand grasp, means for secur- 
ing said flange on said shoulder, and a closure for the 


Valve. 


opposite end of said element and carrying a valve co-, 


operable with said seat. 
* * * 

1,596,164. Radiator Inclosure. Leonard J. Colgan, 
New York, N. Y., assignor to Tuttle & Bailey Manufactur- 
ing Company, Brooklyn, N. Y. The combination with an 
open-back radiator inclosure, of a humidifier comprising 


Willy 





| | : 


ws 

1,596,143. 
a tank extending along the rear portion thereof and a 
sealing strip carried by and extending lengthwise along 
the rear surface of said tank, said tank being mounted to 
swing about a longitudinal axis so disposed with respect 
to its center of gravity that it will tend to move to a 





including a_ 
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SMOOTH-ON No. 1 in 
a SMOOTH-ON CLAMP 


—the quick, easy and sure way 
to stop joint leaks for all time. 


HIS 
with a vengeance 
makes the clamp and the 
SmMootH-On virtually a solid 
part of the line, which ex- 
pands and contracts with 
the rest of the metal and 
stays tight under any tem- 

perature and pressure. 


combination acts 


There is no battering of the 
threads and no part of the 

line need be taken down. The 
finished job on the line is hardly 
noticeable and does not interfere 
with pipe covering. 

SmootH-On Clamps are obtainable 
at modest price. Keep a few on 
hand for every size of pipe in your 
plant and you will soon find that 
the saving in time, the speed in 
making joint repairs and the cer- 
tainty of results will far more 
than repay the small initial invest- 
ment. 


Made in all pipe sizes from 1 to 
12 in. and equally applicable to 
threaded fittings, valve ends and 
pipe flanges on iron, steel, copper 
or brass pipe. No interference 


with flange bolts. 
Buy Smootu-On No. 1 (1- or 5-lb. tin) and SMootH-ON 


Pipe Clamps from your nearest supply house, or if necessary 
from us direct. } 


Mail the coupon for a FREE copy 
of the SMootH-On Handbook. 


Smooth-On Mfg. Co., Dept. 12, 570 Com- 
munipaw Ave., Jersey City, N. J. 


Please send me copy of the Smooth-On Hand- 
book, 20th Edition. 


Name.............. 


Address 
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TRON (CITY | 
BUILT-IN TUBS 


Artistic — Sanitary 


Black and Gold Label 




















1030-B 


Iron City Enameled Princess baths mad 


j . 
several izes st 


in and different 


THE built-in bath is artistic, 
practical and sanitary. No dust 
can collect under the tub or at 
the sides or end. Its inviting 
appearance and its practical and 
sanitary features make it always 
a good seller. 


The built-in tub is the crowning 
glory of the modern bath room. 


IRON CITY WARE 
The Ware Par Excellence 


Sold through the jobbing trade 


ow Geo ow 


IRON CITY SANITARY 
MANUFACTURING CoO. 


PITTSBURGH, PA 
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| position such as to maintain the sealing strip in close 
contact with a wall surface against which the inclosure 
| may be placed and prevent air circulation at the rear of 

said inclosure between said tank and said wall 

* - * 

1,596,143. Heating and Ventilating System John 
jisch, Denver, Colo, A heating system for houses com 


prising, in combination, a chamber having four side walls 
one of which is formed by a portion of the outside wall of 
the house to be heated, said outside wall having an open 
ing, a radiator located within said chamber, a _ boiler 
means for connecting the boiler with the radiator, one of 
having an opening 


end connected 


near 
to the 


the walls of said chamber 
the upper end, a flue having one 
| opening in the side wall and the other connected to a 


side 


| duct in the floor, an electric fan in said flue, said chamber 
having a return duct opening in the floor and means for 


varying the opening in the outside wall. 
a . . 
1,595,562. Oil-Burning System. Angelo Minella and 


| Elvin D. MacArthur, Brighton, Mass. In an oil burning 


system, a burner, a fuel reservoir, a siphon to conduct 
fuel from said reservoir to said burner, said siphon hay 
ing a portion of pipe elevated above said reservoir, a float 











1,595,562 
| a valve arranged in said siphon actuated by said float, an 
air valve arranged in said elevated pipe and means ex- 


tending from said valve to said air valve to operate the 


latter upon excessive upward movement of said float and 
| break the continuity of liquid in said siphon. 
* * + 
1,596,147. Oil Burner and Method of Operating the 


| Same. Louis G. Bostedo, Oak Park, Ill. In an automatic 


oil burner apparatus, the combination of a vertically dis- 


rH ee ' 








me 
poe | 
me | 
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1,596,147 
| posed oil sprayer and burner, an oil supply pipe commu- 
nicating therewith, a steam generating coil of spiral form 
mounted above and in axial alinement with said burner, 
an internal sheathing for said coil protecting the latter 
from direct impact of the burner flames, a flat steam 
superheating coil mounted directly above and connected 













































































to said steam generating coil, a guard plate on the under 
| side of said superheating coil protecting the latter from 
| direct impact of the burner flames, and a water upply 


| pipe connected to the lower end of said generating coil. 
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1,593,771. Thermostatic Self-Regulating Valve. Henry | 
M. Sheer, Quincey, Ill. A device of the character described 


including a valve, a rocking arm connected therewith, | FREF HOT WAT E R 


Recover the waste heat es 
caping to the chimney from 
the heating boiler or hot-air | 
furnace. AGuardian Water | 
Heater converts it into hot 
water for domestic use or 
other purpose 

You can install a one-family 
Guardian Water Heater at 





a good profit tor 335 to 
$5 5 
Watch this spac r its distinctive | 
features 








FIRELESS HEATER COMPANY, INC. 
974 Bergenline Ave., North Bergen, N. J. 
West New York, N. J., P. O. 











1.696.771 


gravity actuated means for moving said rocking arm to INSURANCE 
control said valve, and thermostatic means connected with 


said rocking arm for actuating the valve independently AGAINST FLOODED BASEMENTS 












of or together with the gravity actuated means. SSeS esseee eee | 
Where the Signet Drain is installed there can &® 

be no back water * 

F | A perfectly reliable trap that automatically ® 

Plumbing Department | ag N%e keeps out sewage, gas and germe. ; 

a | & = Always works. & 
1,594,975. Water Heater. Robert E. Newell, Irwin, | ® Nothing to get out 

, = ae of order. Brass & 
Pa. A jacket for vertically disposed hot water tanks and | ) working parts sub- 44 
the like, comprising a metallic shell having a liner of | & nee i 
sat insulati : g ; 4 : _ * The Signet is clean, # 
heat insulating material surrounding the tank in spaced é sanitary, simple, dur- {& 
7 able and efficient. * 

@ Pat. Dec. 3, 1914 - 

* Crampton-Farley - 

@ Write for Brass Co. = 

ae Details Kansas City, Mo. o* 

oe we 

SRP e See Sew SS SH OW Be oe ee Oe 0 ee 











RAYMOND’S 
Lead Roof Flanges 


are not CAST —but made 
from DRAWN LEAD 
No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
1,594.975. 1,595,021. Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 























relation thereto, and a sealing ring tightly fitting the 
upper edge of said shell and tapering inwardly into en- 


MATI WITCH 
MONARCH isi iicciivé rune imsnovement 
Pumps $90.00 and Up Softeners $100.00 and Up 


Two-pole Switch—prevents grounding and dam The single-valve control eliminates all compli- 
age by lightning. cated, delicate moving parts, making it impossible 























Safety Circuit Breaker—-double protection; in- for the softener to corrode and refuse to function 
dependent of switch mechanism—operates only Armco Iron used in Monarch tanks will not rust, 
at abnormal pressure. pit or scale like ordinary iron. 

Adjusting Nut—allows change of maximum Monarch tanks will withstand the action of the 


working pressure. 

Non-breakable Phosphor Bronze Contact Springs 
—self-cleaning contact points. Safety Impulse 
Control prevents pulsation on switch mechanism 
—will not clog and cause damage. economical softener built 


salt brine indefinitely. 





These two features, plus several others, make 
the Monarch the most dependable and most 





Catalog DE-93 upon request. 


The Monarch Engineering Company @,9fon onto 
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gagement with said tank, the upper edge of said shell 
being provided with a tapering flange portion fitting 
against the tapering portion of said sealing ring. 

> * . 

1,595,021. Water Gauge. Christopher F. Plunkett, 
New York, N. Y. A water gauge valve having a valve 
chamber in which there is an opening adapted to be con- 
nected to an indicating and a valve stem lying 
across the opening, said valve being provided with clos- 
able opening in the side of the wall of said chamber af- 
fording direct access to said indicating tube, to one side 
of the valve stem 


tube, 









1.596,040. 
1,595.309. 


Hot-Water Heater. Philip E. Young, Fair- 
In combination a gas-fired hot water heater, 


a gas valve, means for operating said valve comprising a 
water pressure control mechanism, a latch adapted me- 
chanically to prevent the gas valve from opening irrespec- 
the water pressure control 


For 
Real 


Customer 
Satisfaction 
aeaonoooas 
install 


CLE-BAR 


The Water Heater with the Brass Coil 


1,596,040. 
haven, Mass. 


tive of operation of said 




















Low fuel consumption—clean hot water— 
infrequent firing. Made in 5 sizes—for use 
with 40 to 500 gallon storage tanks. Good on 
any pressure up to 500 lbs. Write for detailed 
description of this popular heater — now! 


CLEGHORN COMPANY 


54 Batterymarch St., Boston, Mass. 
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mechanism, a solenoid adapted to control said latch, a nor- 
mally open electrical circuit including said solenoid, and 
circuit closing devices located at the service points for 
closing said circuit to move said latch. 


* + * 

1,595,309. Ferrule and Method of Making Same. _itob- 
ert H. Mueller and Lucien W. Mueller, Decatur, [Il,, 
assignors to Adolph Mueller, trustee, Decatur, Ill. Asa 


new article of manufacture, a wrought non-ferrous metal 
plumbing ferrule coated with metal having a fusion point 
above that of the metal of the ferrule, and above the 
temperature of the molten solder used in wiping the joint 
with said ferrule, and a second coat of solder over said 


first named coat. 
* . . 


1,595,310. Compression Coupling. Philip Mueller and 
Anton C. Schuermann, Decatur, IIl., assignors to Adolph 
Mueller, trustee, Decatur, Ill. In a coupling, the combina- 
tion of two telescoping pipes, a nut threaded to the outer 
or telescoped pipe and having an expansion chamber in 
its rear end, a continuous preformed compression ring 
between the inner wall of the nut and the end wall of the 
outer or telescoped pipe and surrounding the inner or 
telescoping pipe, and means on the opposed walls of said 
nut and outer pipe to engage and distort said compression 
ring so as to expand a portion of said ring in said expan- 
sion chamber and constrict it in radial lines only upon 
and indent said inner pipe. 

+o + * 

1,595,400. Automatic Water-Heater Valve. Robert 
C. Hoyt, Oakland, Calif., assignor to Hoyt Heater Com- 
pany, Los Angeles, Calif. In combination with the valve 
mechanism for controlling the water and gas flow in an 


automatic water-heater, a valve casing having an upper 








We furnish the 
Sprinkler Heads 


—you do the rest! 


C.S. B. 


APPROVED 
SPRINKLER HEADS 








Fires come without warning. You need 
to keep a stock of C. S. B. heads in 
stock for quick replacement work. Use 
your own men, tools and pipe—we 
furnish the sprinkler heads in 4 different 


temperatures. 


Alarm valves, dry valves, circuit closers 
and retarding chambers too. 


Let us quote you—today 


C. S. B. Sprinkler Company 


54 Batterymarch Street Boston, Mass. 
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and a lower pressure chamber in communication with the 
wciter inlet of the heater, the casing being threaded at its 
lower end; and an internally recessed cap removably en- 
gazing said threaded end for collecting sediment carried 
with the water from the water inlet and into said casing, 
the cap being provided with means communicating with 
the recess therein for draining the water from the casing. 








1,595,629 


1,595,629. Toilet Seat. Albin Smith, Paterson, N. ‘J. 
In a toilet seating appliance, the combination of a support 
including a seat, another seat arranged to overlie the 
first seat, and connecting members pivoted together and 
one pivoted to said support and the other to the second 
heat, the axes of the pivots between said members and 


the support and second seat being horizontal and parallel. 
* a . 


1,595,819. Water Heater. Ludwig L. Bluemlein, 
Hartsdale, N. Y. A water heater, comprising a heating 
coil, a container surrounding said coil, a water jacket sur- 
rounding said container and spaced therefrom, said coil 
at the lower end being formed with an opening through 
which water may pass into said container so as to sur- 
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1,595,819. *? 
round said coil exteriorly, a heating element fitted inte- 
riorly of said coil, said heating element acting to heat the 
water in said container which will be transmitted to the 
water in the heating coil, means for directing water into 
the jacket exteriorly of the container, and means for di- 
recting water from the top of said jacket to said coil at 
the lower end whereby the water will be heated in a pre- 
liminary manner before it enters the heating coil and also 
whereby most of the heat radiated from said container 
will be absorbed by the water in the water jacket. 

a * * 

1,595,832. Faucet. William D. Gleason, Tacoma, Wash. 
In combination, a valve casing having a valve receiving 
opening and seat, a valve slidably received in said open- 
ing, and including an annular flange normally reposing 





MULLER WASHERS 


are sturdy and reliable Overhead Vehicle Washers 
with an automatic cut-off which permits any desired 
flow of water. Made in five models. Write for details. 


We sell the retail plumbing trade exclusively 


EDWARD MULLER & SON 
| $023 Hudson Blvd., 1306 John St., North Bergen, N. J. 


—— KK 









































Wrought Iron Radiator Brackets 
are strong enough to carry the heaviest 
load that you can put on them—have 
universal adjustment—and are invis- 
ible after erection. Write for booklet 
containing full details. 

A. F. GLEOCKLE, Jr. 
415 Bay Street 
ROCHESTER : NEW YORK 
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The LUKOMSKI | 
Adjustable Bath Trap | 


The swinging outlet elimin- 
ates an exact line-up of outlet | 
and stock connections— just 
the thing for built-in tubs. 


LUKOMSKI BROS. CO. 


2468 East Grand Blvd., Detroit, Mich. | 
RICHARD DODE, Representative 





2565 Grand Concourse : New York City 














BOILERS 











Some Record ! 


No. 6 Gorton Steam Boiler installed Newark News 
Building 1886;—40 Years—continuous service. Still going 


Years ‘strong 
No. 4 Installed at Rochester, N. Y. in 1889;—37 Years— 
3 7 now being replaced by a new Gorton boiler. 


Years The Boiler that Lasts! 


Gorton & Lidgerwood Company 


96 Liberty Street, New York 
Established 1887. (Representatives in Principal Cities) 
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Si 
imple— Low- priced 
You pay less for the Shanklin radiator bracket. You'll save 
money and time by using it. BUILDS INTO BRICK OR 
HOLLOW TILE WALLS. Cannot sag or work loose after 
cementing. Set in less than half the time the bolted type 
takes. NO LAG SCREWS-—NO BOLTS--NO SCREWS 


$1.00 each list. Write for discount. 


WEST VA. HEATING & PLUMBING CO. 
CHARLESTON, W. VA. 


/ 
SHANKLIN / / 


MALLEABLE 
IRON 
RADIATOR 


BRACKETS 
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TOLEDO Solderless Floats 
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b = are built rightand stay 
» tight as long as the 
y metal lasts. Besides 
- being made from the 
» very finest copper, 
; these floats are tested 
4 individually before be- 
» ing packed. Write 
: 

’ for quotations. 
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Reichert rtent Mfg. Co. 


2238 Smead Ave. Toledo, Ohio 
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¢ Sella Johnson Gas Lighter 
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\ 
{ Sa 
A with every Heater 2/00 
} ™ ; / 
That's the finishing touch 
} to a good installation. Saves 
| your customer time, energy 
a and gas. Prices are low and 
+i profits are long. Write for 
a prices and discounts. 
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Raising RED RING 





JOHNSON-MURPHY CO. 


10226 Woodward Ave. 
DETROIT at MICH. 


to hook on wall plate 
upstairs lighta beater 
in basement. Dropping 
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Beautitul— 
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on said seat, an extension rising from the top of said valve 
and having a central depression therein, a valve em 
including a pointed extremity received in said depression 
to permit the valve to rotate independently of said valve 
stem, said valve having a plurality of spiral grooves, 
whereby said valve is rotated by fluid pressure when 
eated, and an enlarged threaded portion on the em 
threadedly associated with the valve casing, whereby said 
stem may be raised or lowered. 
* - * 

August F. Klinzing, 
In a drinking fountain for animals, a 


1,595,104. Drinking Fountain. 
Milwaukee, Wis. 
valve; a bowl pivotally secured in position to receive 
water from said valve; means in said bowl for controlling 
said valve; and means whereby said bowl may be adjusted 
relative to valve to make controlling means inoperative 
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1,596,432. 





1,596,422. Electric Soldering Iron. George D, Henson, 


| Los Angeles, Calif. A soldering iron having a chamber 
| formed therein adapted to receive solder to be melted, a 


tapered closure for one end of the chamber having a 
padsage for conveying melted solder from the chamber, 
and a valve having a needle extending downwardly 


| through said passage and projecting therebeyond, whereby 





contact between said needle and the work to be soldered 
may open said valve so as to permit solder to flow from 
said chamber through said passage. 


Wilhelmi and Modern 


Copper Range Boilers 





Made in the most approved 
. of excellent material 

and careful workmanship. 

No iron used in construction. 

Boilers lined with tin and guar- 

anteed against collapse. 

Install them on your next job 

for real service. 


Your Jobber Can Supply You 





Hayes Manufacturing Co. 


Paterson t: tt New Jersey 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





PRACTICE AND THEORY OF SANI- 

STOP _ GUESSTIMATING” | TARY PLUMBING. By R. M. Star- 
} 
| 





Situations Open 








Avoid Errors and buck, Vol. 1, Contains 400 questions 


Plumbers’ Feiemate "Sheets with complete and comprehensive an- 


swers, covering everything the plumber 
will SAVE Time and Money. should know regarding drainage and 
100 leaves in a book—4'4x10 venting. A thoroughly practical plumb- 
1 Book, $1.25 5 Books, $5. 


er’s reference book brought up to the 


the United States, experienced, selling 
plumbing geods through architects, 
jobbers, ete. Positively the best arti- 
ele of its kind on market. Excellent 
opportunity for the right men to make 


Wanted—Fifty salesmen throughout 





























big money. Give full particulars first via Ins. Parcel Post same day we get order. latest requirements in plumbing prac- 
letter. Address Key 671, “Domestic LOUIS FINK & SONS CO., Printers tice Explains technical terms, gives 
Engineering,” 1900 Prairie Ave. Chi- Time Sheets, Job Tickets, Letter Heads, ete. rules and tables and is fully illus- 
cago. School Bldg. Laurel Springs, N. J. trated. So popular has this book be- 
. }, : ‘come é 3 12th edition has been 
Thirty Years. Noted for Quick Service come that the 12 
?wIMACeNTIR ana sinarancisi hal published The combined set of four 
SALESMAN - _MANI k AC rURERS ; volumes makes a complete preparation 
t gent or ange ee <a ped neat In the mad scramble for business the for Board and Health and union ex- 
Al a ye eee, ee contractor who stands aloof may aminations, Size, 5x7 in. 160 pages 
reply state territory covered, age, etc have cause to regret his inaction, Cloth. Price $1.50. 
eg Og Be 2 omeatio Engineer for your business will increase to MERCHANDISING THE PLUMBING 
sid ‘ ‘ Erne Mcago. show a profit if you suffer a curtail- BUSINESS. By Karl W. Zoeller. A 
- me ment of 20% of your sales volume. treatise on merc oe a —_— 
WANTED BY MANUFACTURER 3 ae to the plumbing and heating business, 
. ep , be] Ss a) “SSIS F 
Sales representative calling on the It is my business to assist you with that should be read by every plumber, 
plumbing and heating trade to handle the problem of meeting competition contractor or jobbing plumber. The 
a specialty that has merit and will on a more profitable basis, and it subject is completely covered by the 
bring repeat orders Ke y 677, “Domes- will pay you well to subscribe to twenty-six chapters, and in a manner 
tic Engineering,” 1900 Prairie Ave., the service rendered br thi ote making it interesting and easy to read 
Chicago, : . M mS =ONICE. It contains many valuable suggestions 
Address your inquiries to on Window Display, Showrooms, Ad- 
WANTED — NON-UNION PLUMBER. vertising, ete. No matter how large or 
Willing to work. Good wages. Key John Reinartz small your business, you need this 
678, “Domestic Engineering,” 1900 : , book. Size 44%4x6% inches. Over 100 
Prairie Ave, Chicago. Counselor on marketing & sales pages. Price, postpaid, $1.50. 
problems — 2 
PRACTICAL METHODS OF SEWAGE 
255 West 113th St., New York, N. Y. DISPOSAL. By H. N. Ogden and H, 
For Sale B. Cleveland Covers in detail the 
° problem of sewage disposal for resi- 
FOR SALE: AN ESTABLISHED GO- PLUMBERS BIN LABELS dences, hotels and institutions where 
ing business plumbing and heating connections to city sewers are not 
for 45 years on one of the main busi- 1 3 available. Size, 5%x9% in. 132 pages. 
ness streets. The owner past 75 now 2 x Cloth. Price, $1.50. 
wishes to retire. The city of 70,000 
population and will not go backwards. RED, ELLS QUESTIONS AND ANSWERS ON THE 
Correspondence solicited. Address Key ° PRACTICE AND THEORY OF 
670, “Domestic Engineering,” 1900 STEAM AND HOT WATER HEATING. 
Prairie Ave., Chicago. Send for samples and prices and free booklet: By R. M. Starbuck. Fifth edition. A 
beak bag beg Ae nce in the Plumbing Shop. ready reference, dealing practically 
: — +» Haddon Heights, N. J. and briefly with the different phases 
Miscellaneous of Steam and Hot Water Heating, 


Books for Your Trade Library Vacuum and Vapor Heating, Acceler- 
ated Hot Water Heating and Pipe Fit- 


WANTED HIGH GRADE ESTAB- SANITARY SEWERAGE OF BUILD- ting in connection with Refrigerating 








Hehed sommiasion sales organization INGS. By Thomas 8S. Ainge. Begin- Plants. A valuable work for the heat- 

oy a wen —_ a Sa ning with a study of outsid« sewers, ing man. Covers all the points on 

shana a a mo : +o ~ of cast mae this book goes fully into the best prac- these subjects he should be familiar 

a Se ne ee oe See Wane tice in inside connections, proper loca- with. Size 5x7% inches. 150 pages. 
m wholesalers handling plumbers tion and size of soll, waste, and vent Price, postpaid, $1.50 

and steamfitters’ supplies. The follow- pipes and the roughing- in test up to i oe 

ing territories are open: Chicago, Min- the filll 

neapolis, St. Louis and vicinities. In are develo te tha Important eubssot of Ee eae ee ee 





answering state territory you now traps. s a di - * ° 
cover and lines handled. Give refer- homer 1s also given full consideration. Domestic Engineering 
ences. Key 676, “Domestic Engineer- Size 6%x8 In. 200 pages. Cloth. 

ing,” 1900 Prairie Ave., Chicago. Price, $1. 50. 1900 Prairie Avenee, Chicago 


wt Doctors, Lawyers, Plumbers, professional men of all kinds 


are continually watching for improvements in their respec- 
tive fields. It is doubtful if an issue of Domestic ENGIN. 
EERING is printed that does not carry something entirely 
new of vital importance to some reader. Have you re- 
newed your subscription? 























WA j WORT Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 
23,000 different items, each designed for a specific duty. Your supply house can get yours 


the nearest Walworth sales unit. 
WALWORTH COMPANY, BOSTON, MAss. 
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When other metals crack 
or rust away, 


Lead endures forever 


O other metal has the tough endurance, the weather resist- 
ance and elastic adjustability of lead. No other metal has 

this combination of qualities so essential for pipe, plumbing 
fittings, paint and any number of products necessary to modern 


life. The demand for lead products increases from year to year. 
Substitute metals rise to take its place, but the demand for lead is 


like the metal itself—in endures forever. 
The day is gone when buildings are put up to last a few years. 
Builders of today and the future insist upon pipe and fittings that 


will outlive buildings —that will adjust themselves to slight 
movements or shocks —that will resist the elements. They demand 


lead products. 


Here is a typical instance of the refusal of careful plumbers to 
accept substitutes for lead. The Ohio unit of the United Associ- 
ation of Journeyman Plumbers at their 20th Annual Convention 
passed the following resolution: 


“Resolved that the Convention make special efforts to eliminate 
this evii {use of substitute material in place of lead under bathroom 
floors } by proper legislation, and the Association be instructed 
to create interest among local unions that lead be installed.” 


Your reputation is safe if you build it upon Lead. 


The EAGLE-PICHER LEAD COMPANY . Chicago - Joplin - Cincinnati 


EAGLE 
Lead Pipe + Fittings + Solder 


Producers of lead and allied products ~« Eleven Plants » Branches in all principal cities 





Mention Domestic ENGINEERING when writing advertisers. 








